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L i 6- 1 r i ' -u t i on  Aunin i s tr 
Washington,  25,  D.  C» 


U.  S.  DEPARTMENT  OF  AWMUIIUJII ! 


June  17,  1943 


CONTAIMSP  IJ0T5S 
IJO.  1 


Through  the  mediiun  of  Container. Notes ,  it  is  hoped  that  information  pertain- 
ing to  the  container  situation  particularly  used  containers,  may  from  time 

to  time  be  made  available  to  those  v/ho  need  containers  and  those  '.vho  may  be 
in  a    position  to  supply  them. 

VJith  this  initial  issue  there  is  enclosed  a  list  of  used  container  dealers 
from  various  sources.    Additions  and  changes  to  this  list  '.vill  be  issued 
from  time  to  time,  together  vdth  listings  of  available  supplies  or  needed  sup- 
plies the.t  may  be  received. 

The  following  specific  offerings  v/ere  mt-de  as  of  the  date  indicated:  ^ 

/ 

JWTE  7      Atlas  Bag  Company  1459  Blue  Island  Ave.,  Chicago  ( 

25,000  Tomato  Lug  Boxes 

Progressive  Company  27  Franklin  St.,  IJew  Haven,  Conn, 

1,000  Bruce  Boxes 

Morris  Solomon  &  Sons  354  Scholes  St.,  Brooklyn,  N.  Y. 

10,000  Bushel  Covers 

JUKE  8      Bro-'/n  Bag  Company  1462  Blue  Island  Ave.,  ChiBago 

5,000  Hampers 

East  Side  Egg  Crate  Company-Box  42,  Alfred  Sta,  Detroit,  Mich. 
6-7,  000  Hampers 

(Exp"cctcd  to  have  10-12,000  Hampers  next  two  weeks 

15,000  Spinach  Basket  Covers 

Morris  Bercowitz  239  S.  Second  St.,  Phi  la..  Pa. 

50,000  Herd  Bottom  Bushels 
15,000  Bushel  Covers 

JUl^'E  14    Ncvitsky  Brothers  158  Franklin  Street,  Nov;  York,  N.Y. 

Hampers  -  Few  Covers 

Th<   following  inquiries  for  supplies  were  received  on  the  dates  indicated: 

MAY  18      R.  L.  Dubuque  601  Syracuse  Savings  Bank  Bldg,  Syracuse 

Bruce  Boxes  .  : 

JUIIE  1      TomAToe  Produce  Company  136  Central  Ave,,  Atlanta,  Ga. 

Bruce  Boxes 

JUNE  2      Clyde  Auman  West  End,  North  Carolina 

10,000  Hrmpor  Covers 
10,000  Bushel  Covers 

Farmer's  Mutual  Exchange, — Durham,  Worth  Carolina 

10,000  H.-.mpcr  Covers 
1,000  Bushel  Covers 

JUIjE  8      Morris  Bcrcovdt»  239  S.  Second  St.,  Phila.,  Pc  . 

10,000    Climcx      10,000  "  l/2  Bu,  Baskets  «  Covers 
50,000    5/8  Bu.     25,000    Soft  Bottom  Bushels 
Hampers    10,000    l-l/2  Bu.  Hampers 
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JU1\IE  8  (Cont'd). 

Central  Bag  and  Burlap  Co,   llOO  First  Ave.,  Birmingham,  Ala. 

Bean  Hampers  and  Lids 
"Apple  Baskets  and  Lids 
Tomato  Crates 
Berry  Crates  » 
Egg  Cragos 

JmiE  9      Goldstein  Brothers  —  -  — 112  W.  Third  St.,  Ifeaisas  City,  Mo. 

Bushel  Baskets 
50  Lb.  Onion  Bags 
50  Lb.  Cabbage  Bags 

In  addition  to  the  specific  offerings  listed  abovo,  reports  have  been  re- 
ceived indicating  that  some  dealers  have  rather  large  accumulations  of  used 
containers  of  various  kinds.     Growers  end  shippers  ?rho  may  have  need  for 
shipping  packages  later  in  the  year  are  urged  to  anticipate  those  needs  and 

to  buy  ahead  not  only  to  insure  having  some  portion  of  their  requirements 

on  hand,  but  in  order  to  avoid  bottlenecks  in. the  conservation  program. 


Enclosure:    List  of:  Used  Container  Dealers 


CODERS 


As  has  been  stated  before,  hampers  and  bushel  baskets 
without  covers  have  little  value  for  shipping  beans, 
sweet  potatoes,  and  similar  products. 

I'lanufacturers  have  been  requested  to  supply  extra  covers, 
and  some  portion  of  the  quantity  needed  may  come  from 
this  source.     But  factories  are  operating  under  severe 
handicaps.    Not  a  few  have  closed  down  because  of  insuf- 
ficient help. 

The  best  source  of  supply  for  covers  would  seem  to  be  the 
used  container  market-— and  some  way  must  be  found  to  sal- 
vage a  much  higher  percentage  of  hamper  and  basket  covers 
and  th©   wires  that  go  vdth  them. 


L.  C.  CAREY 

FRESH  llARKETING  DIVISION 
FRUIT  AIJD  VEGETABLE  BRANCH 


ROOM  2038 

S.  agricultuf.e  BLDG. 


UNITFD  STATES  DEP^^^TfffiilT  OF  AGEICUL-TUKE  - 
FOOD  DISTRIBUTION  ADMINISTRi'TION 
Vvas  hi ngto n ,  D .  C . 

LIST_:  OF  DE/iLE^  IJ  USED  FRUIT  iU'D  VFGETABLE  CONTiaFERS 

NOTE: 


IN  FURNISHIHG  THIS  LIST  IT  SHOULD  BE  TOIDERSTOOD  THaT  NO  DISCRIMIMTIOH 
fs'"lNTEmD~..-l^TjllO  GUjlP;^  IMPLIFD. 


Nelson  and  Schmell  Bag  Company 
Birininghan,  i..la» 


lir.  Morris  Betnan,  Bridgeport, 

r.lr.  Charles  Bash 
Connecticut  Boulevard 
Eartford,  Conn. 

Messrs.  Fowler  t  Hunting 
191  sUn  Street 
Hartford,  Conn, 

Llr.  Budette  Farnham 
East  Hartford,  Conn. 


Fulton  Paper  Conpany 
107  E.  Fourth  Street 
"''■ilmington,  Del, 


AL.*.BjiW. 


COHNLCTICUT 

Conn,      Acme  Package  and  Beg  Company 
Bridgeport,  Conn, 

Itr.  ilax  Garb 
Connecticut  Boulevard 
Hartford,  Conn, 

Mr,  J.  S.  Schimansky 
24  Squire  Street 
Hartford,  Conn. 

I'lr.  "'illiam  Villa 
181  IJev/ington  Road 
West  Hartford,  Conn, 

DELAWAPE 

Delaware  Barrel  Company 
701  South  Market  Street 
Wi Imingt oh , • De 1 , 

IJTIORGIA 


t'lr.  Earl  Boatfield 
1153  Sylvan  Road,  S.  V/, 
iitlanta,  Ga, 

yir.  C.  M.  Kirk 

1050  Murphy  Avenue,  S.  Vt'. 
Atlanta,  Ga. 


H.  Blumberg  (5c  Sons 

116  North  Carpenter  Street 

Chicago,  111. 

Mr.  J.  Cook 

1400  Randolph  Street 

Chicago,  111, 

Demand  and  Company 
2323  '"est  North  Avenue 
Chic -go.  111, 

Joseph  K.  Kirk  Company 

725  vrcst  Thirty-First  Street 

Chicago,  111, 

iiurshcll  Bag  l:  Burlap  Company 
2177  '''"est  Ogden  Avenue 
Chicago,  111. 

3cnj»  Plonsky  end  Sons 
211  Korth -Cf rpontcr  Street 
Chicago,  Illinois 


Dixie  Bag  &  Crate  Company 
1031  Lee  Street 
Atlanta,  Ga, 


ILLINOIS 

Brown  Bag  Company 

1462  Blue'  Island  Avenue 

Chicago,  111, 

Cooperative  Bag  Company 
8lS  Randolph  Street 
Chicago,  111. 

Frasemer  Brothers 

166  North  Aberdeen  Street 

Chicago,  111, 

Mr,  'Villiam  J,  Mc  111  vain 
1413  South  Racine  Avenue 
Chicago,  111, 

Peterson  Barrel  Company 
29  South  Green  Street 
Chicago,  111, 

Rio  Grande  Farm  Supply 
1228  -^-'est  Randolph  Street 
Chic F go.  111, 
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USED  CONTAINER  DMLERS  ILLINOIS 
■ "    "™"  (Cont'd) 

Mr.  Ben  Schulman  -  Atlas  Bag  Company,  1459  Blue  Island  Ave.,  Chicago 

ji(lr.  Sam  Shatz  -  Gridley  Iilaxon  Company,  27  S.  '.?ator  Street  Market,  Chicago 

Mr,  R.  S.  Swarzman  .  32  North  State  Street,  Chicago 

Mr,  L.  Troop  -  1415  South  Morgan  Street,  Chicago 

'Western  Burlap  Bag  Company  -  1109  West  38th  Street,  Chicago 

¥ir,  Harry  Langsman  -  524  North  29th  Street,  East  St,  Louis,  Illinois 

MAINE 

Brewer  Barrel  Company  -  Brewer  l*fc.ine 
Z.  Boxstein  and  Son  -  424  Fore  Street,  Portland 
A.  Herman  Bag  Company  -  4  Union  V.^arf ,  Portland 
Packers'  Supply  -  85  Kennebec  Street,  Portland 
Portland  Barrel  Company  -  484  Fore  Street,  Portland 

MiARYLAND 

American  Stores-  -  2120  West  Lafi^yetto  Avenue,  Baltimoro 

Mr.  James  Guarino  -  734  East  Lokbcrd  Street,  Baltimore 

Mr.  B,  F,  Mann  -  615.  Water  Street,  Baltimore 

Frank  A,  Sauer  Compay  -  1423  Bank  Street,  Baltimore 

Mr,  N,  Stein  -  62-66  Market  Place,  Baltimore 

American  Stores  Company  -  Chestertovm 

A  &  P  Company  -  Ches.tertown 

Mr,  C.  R.  Hayman  -  West  Isabella  Street,  Wicomico  County 

Mr.  Fred  J,  Dukes  -  Gindletree  Street,  Worcester  County 

Mr.  E.  P.  Mathews  -  Pocomoke  Street,  'A'Drcester  County 

lir*  Ellv;yn  Paradee  -  Stockton  Street,  Worcester  County 

Worcester  Fertilizer  Company  -  Snow  Hill  Street,  '/Worcester  County 

MASSACHUSETTS 

Market  Supply  Company  -  4  South  Fulton  Street,  Boston 
}!br,  Phillip  Singer  -  137  Donaldson  Road,  Boston 
Union  Crate  Company  -  14  Fulton  Place,  Boston 
Davidson  Trading  Corporation  -  Spriitoficld 

MICHIGAN 

Harbor  Bag  Company  -  Benton  Harbor 
United  Bag  Company  -  Benton  Harbor 

Ace  Cooperage  Company  -  18640  Mt.  Elliot  Street,  Detroit 
Merican  Bag  and  Burlap  Company  -  3647  Russell  Street,  Detroit 
Americcn  Barrel  Company  -  4751  St,  Aubin  Street,  Detroit 
American  Drum  cxxd  pail  Reconditioning  Co.  -  1841  Mullet  St.,  Detroit 
Atlas  Bag  and  Burlap  Company  -  1353  Division  Street,  Detroit 
Auto  City  Cooperage  Works,  Inc.'-  2241  Brewster  Street,  Detroit 
Bader  Brothers  Bag  -1339  Clinton  Street,  Detroit 
David  Bader  Bag  Company  -  2516  Perry  Street,  Detroit 
Phillis  Dare  Company  -  1341  Adelaide  Street,  Detroit 
Davis  Barrel  and  Cooperage  Company  -  1337  Brewster  Street,  Detroit 
East  Side  Egg  Crate  Company  -  1353  Adelaide  Street,  Detroit 
Eastern  Egg  Crate  Company  -  1359  Adelaide  Street,  Detroit 
L.  Ellenbogen  and  Comprny  ->  4103  Beaubion  Street,  Detroit 
Empire  Barrel  Company  -  1481  Mullet  Street,  Detroit 
Farmers'  Bag  and  Basket  Supply  -  2635  Rivard  Street,  Detroit 
Mr,  J.  Feigelman  -  General  Egg  Crate  and  Basket  Company,  -  1323  Division  St, 

Detroit 

R,  Hirt  &  Company  -  2468  Market  Street,  Detroit 

Krell  Cooperage  Company  -  6546  Russell  Street,  Detroit 

M,  and  J«  Farms  Supply  CompcTiy  -  1336  lYinder  Street,  Detroit 

Michigan  Bag  and  Barrel  Company  -  4825  Russell  Street,  Detroit 

Michigan  Waste  and  Bag  -  2013  Branklin  Street,  Detroit 

Nelkin  Bag  and  Burlcp  Company  -  2492  Rivo.rd  Street,  Detroit 

Packers  Supply  Company  -  5150  Twelfth  Street,  Detroit 

Perry  Bag  and  Barrel  -  1425  Rivard  Street,  Detroit 

Tfest  Cooperage  Company  -  7331  Russell  Street,  Detroit 

Russell  Barrel  and  Bag  Company  -  4220  Russell  Street,  Detroit 

C.  F-.  Smith  Company  (Mr.  J.  Donahue)  -  615  '/Vest  Grand  Blvd.,  Detroit 

Western  Bag  Company  -  18th  &  Market  Street,  Detroit 

?test  Side  Basket  and  Crate  Company  -  2800  18th  Street,  Detroit 
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USED  CONT/:INER  DEiVLERS 

.  .  _   .  MICHIGAN 
(Cont'd) 

General  Bag  Company  -  Edmore,  Michigan 
Genessee  Barrel  and  Bag  Company  -  Flint 
lllr,  Peter  De^'itt  -  Grand  Rapids 

L.  V,  Eberhardt  Stores  -  1142  ^'ealthy  St.,  S«  11'.,  Grand  Rapids 
Ht  Eikenhouse  and  Son  -  346  ?.'ealthy  Street,  S.  W,,  Grand  Rapids 
Food  City  -  225  Logan  Street,  S.  'A',,  Grand  Rapids 

John  Groen  ajnd  Son  -  1600  Grandville  Avenue,  Grand  Rapids  ♦     •     •  ' 
Kroger  Grocery  and  Baking  Company  -  Buchanan  Avenue,  Grand  Rapids 
Packer  Supply  Company  (of  A  !c  P  Co.)  -  Front  Avenue,  Grand  Rapids 
Shapiro  Bag  Company  -  1157  Ple.infield  Street,  Grand  Rapids 
C,  Thomas  Stores  -  1545  Madison  Avenue,  Grtrnd  Rapids 

MINNESOTA 

Peter  Berg  and  Company  -  501  North  Second  Street,  Minneapolis 

MISSOURI 

iir»  Alex  De  Feo,  K,  C.  B"oduce  Market  -  Kansas  City 
Goldstein  Brothers  -  Kansas  City 

l.'ir,  John  Kelly  -  Fourth  and  Main  Streets,  Kansas  City 
Mr»  N.  B.  Kelly  -  302  Main  Street 

Mr.  A.  L.  Sparks  -  1322  Campbell  Street,  Kensas  City 
Spoctor  Brothers  -  Fifth  and  Main  Streets,  Kansas  City 
ilr.  Harvey  Simon  -  Springfield,.  Missouri 
M.  Goldberg  and  Son  -  705  North  Third  Street,  St.  Louis 

•   .  ¥.m  YORK  ■ 

National  Cooperage  Company  -  136  Tivoli  street,-  Albany 
A.  A-  P.  Package  Supply  Company  -  400  Baretto  Street,  Bronx 
Mr.  Martin  DiPcotro-  Store  176,  Bronx  Terminal  Market  -  Bronx 
'  Mrt  Leo  -GcUier— --348  Huiida  Street, _Bronx 
Glaser  Brothers  -  950  East  149th  Street,  Bronx 
Kelsen  and  Heller  -  585  "'estchester  Avenue,  Bronx 
Mr.  Art  Kemberg  -  345  Manida  Street,  Bronx 

Klein  Brothers  Empty  Package  Supply  Co.  -  Oak  Point  Avenue  and  Craven  Street 

Bronx 

Rex  Package  Supply  Company  -  347  Manida  Street,  Bronx 

J.  Samuels  Package  Company  -  33B  Manida  Street,  Bronx 

Terminal  Bag  and  Burlap  Corporation  -  Exterior  and  151st  Street,  Bronx 

Weinstock  -  345  Manida  Street,  Bronx 

City  Egg  Case  and  Butter  Tub  Corp.  -  278  Broadway,  Brooklyn 

Mr.  Charles  Gerber  -  1311  Thirty -Ninth  Street,  Brooklyn 

M.  &  G.  Empty  Package  Supply  Company  -  1350  -  52nd  Street,  Brooklyn 

Ralph's  Empty  Package  Supolies  -  921  Remson  Avenue,  Brooklyn 

Reliable  Package  Supply  Company  -  985  Rockaway  Avenue,  Brooklyn 

Mr..  R.  Siciananza  -  552  Humboldt  Street,  Brooklyn 

Smilen  Brothers  -  Metro pol itcJi  Avenue,  Brooklyn, 

Morris  Solomon  and  Sons  -  354  Scheie s  Street,  Brookilyn 

Sunrise  Empty  Package  Supply  -  759  East  Ninety-Sixth  Street,  Brooklyn 

Itocle  Jake  Empty  R^ckage  Supplies  -  459  E.  Eighty-Ninth  Street,  Brooklyn 

Mr.  Karl  Burv/ick  and  Company  -  320  Groto  Street,  Buffalo 

Mr.  Louis  Cohen  -  583  Adams  Street,  Buffalo 

Mr.,  T.  Elstor  -  164  Niagara  Frontier  Terminal,  Buffalo 

Mr.  Isaac  Fox  -  32  Crestvrood  Avenue,  Buffalo 

Mr.  Isaac  Goldfarb  -  275-  North  Park  Avenue,  Buffalo 

¥x,  Sol  Gordon  -  1382  Clinton  Street,-  Buffalo 

Kurd  Lumber  Company  -  Bailey  Avenue  at-  Clinton  Streets,  Buffalo 

Mr»  H.  Kaiser  -  Boiley  Avenue  at  Clinton  Streets,  Buffalo 

Mr.  Art  Kohler  -  72  Keystone  Street,  Buffalo 

ISr,  Fred  Miller  -  32  Olsen.  Street,  Buffalo 

ifr.  Emil  A.  Neuffer  -  32  Baitr  Avenue,  Buffalo 

Produce  Container  Company  •  1042  Clinton  Street,  Buffalo 

ivir.  Philip  Patonhos  -  Germantovm 

Mr.  Elmer  Tremaine  -  Stanton  Lane,  Irondcquoit 

Del*iase  and  Mariana  -  Menonds  Afexrkot  -  Mcnands,  N.  Y. 

Mr.  CharLea  Merillo  -  Middlehope 

Parks  and  Angell  -  New  Berlin,  N.  Y. 

Kicva's  Cooperage  -  26  'A'illiams  Street,  Newburgh 

Orange  County  Fruit  and  Vegetable  Growers  Coop.  Assn.  Inc.,  Newburgh 
Palmarone  and  Ciaffone  -  132  South  Robinson  Avenue  -  Newburgh 
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USED  CONTilim.  DEALERS 

urn  YORK 

Mr.  Gcorgo  Shaeffor,  E,  F.  D.  Gohocton  Turnpike,  Ncwburgh 

Farmers  Empty  Package  Supply  Company  -  New  Rochelle 

IVIr,  Philip  Patonhos  -  554  North  Avenue,  New  Rochelle 

Mr,  Samuel  Diaikcll  -  71  Ganascvoort  Street,  Now  York  City 

Interstate  Package  Supply  Company  -  384  Greenwich  Street,  New  York 

Landsman  Package  Supply  Company  -  392  Greenvfich  Street,  New  York 

Mr»  A.  G,  Montague  -  97  Warren  Street,  New  York 

Nevitsky  Brothers  -  140-142  Bank  Street,  New  York 

Ncvitsky  Brothers  -  158  Franklin  St.,  Nov;  York 

Now  York  Egg  Case  Company  -  144  Bank  Street,  New  York 

Not/  York  Package  Supply  Company  -  396  Greenwich  Street,  New  York 

Mr.  Hunter  Walton  -  164  Chamber  Street,  New  York 

Willy's  Package  Incorporated  -  160  '^est  Street,  New  York 

Mr.  Louis  Friedman  -  28  Front  Street,  Norv/ich 

Mr.  Joseph  Baker  -  Orchard  Park 

Mr.  R.  D.  Simmons  -  IVest  First  Street,  Oswego 

H.  H.  Mink  Company  -  209  Kent  Street,  Rochester 

Sarachen  and  Rosenthal,  Incorporated  -  26  Sherer  Street,  Rochester 
H«  W.  Benson  and  Son  -  113  Fourth  North  Street,  Syracuse 
Bronstein  Brothers  and  Son  -  1460  Burnet  Avenue,  Syracuse, 
Central  City  Bag  and  Barrel  Company  -  344  Oakvi'-ood  Avenue,  Syracuse 
Mr.  R.  E,  Davis  -  3916  South  Salina  Street,  Sja^acuse 
Joseph  Harris  Company,  Inc.  -  2024  Park  Street,  Syracuse 
Mr.  Jerry  Malikoff  -  Oakwood  Avenue,  Syracuse 

Market  |*aper  Company  -  2067  PCurk  Street,  Syracuse    ,   ,  .  ' 

Southern  Bag  Company  -  107  Otisco  Street,  Syracuse 

^racxise  Seed  Company  -  127  ?/est  ''A'ator  Street,  Syracuse  ■ 

Syracuse  Farm  Supply  -  20  24  Park  Street,  Syracuse 

Victory  Bag  Company  -  116  Rose  Avenue,  Syracuse 

Viel  Brothers  -  R.  F»  D.  No.  1,  Syracuse 

American  Junk  Company  -  431  Yi/hitesboro  Street,  Utica 

Atlas  Waste  Products  Company  -  438  Whitesboro  Street,  Utica 

Empire  Waste  and  Metal  Company  -  6A7-_SatJag4iifi£L_gt3i©©^—  

Mr.  Giacomo  Pulese  -  514  Catherine  Street,  Utica 

Mr,  John  Cramer  -  423  Seward  Street,  Watertown 

G  L  F  W  -  Main  Street,  Watertown,  N.Y. 

Mr.  Floyd  Livingston  -  627  Mill  Street,  Watertown 

Mr.  Ellis  M^rks  -  279  Howk  Street,  Watertown 

Ifr.  H.  S.  Switzer  -  213  High  Street,  Watertown 

John  Roman  and  Son  -  1229  Eighth  Avenue,  Wateryliet 

NORTH  CAROLINA 

Farmers  Mutual  Exchange  -  Durham 
Mr.  Clyde  Auman  -  West  End 


OHIO 

The  Ekers  Bag  and  Burlap  Company  -  213  Eastland  Street,  Akron 

Athens  Ice  and  Cold  Storage  Qfompany-  Athens 

Marks  "Waste  Material  Company  «-  801  Navarra  Road,  Canton 

Behegmer  Brothers  -  224  East  Pearl  Street,  Cincinnati 

Ivlr.  Harry  Meyers  -  135  Broadway,  Cincinnati 

IVIr.  F.  B.  Reller  -  221  East  Pearl  Street,  Cincinnati 

Jack  Berger  Container  Products  Company  -  2688  East  Thirty-Seventh  St.,  Clcve 

lUr,  Morris  Birnbaum  -  3665  -  East  151st  Street,  Cleveland 

Mr.  L.  G.  Bruhn  -  1924  West  Forty- Fifth  "Street,  Cleveland 

Buckeye  Salvage  Company  -  2500  E.  Thirty-Third  Street,  Cleveland 

IVIr.  Ben  Crystal  -  22nd  and  Woodland,  Cleveland,  Ohio 

Scnitzky  and  Robbins  Company  --2741  East  53rd  Street,  Cleveland 

Packers  Supply  Company  (A.  &  P.)  -  Cleveland,  Ohio 

Zeldman  Company  -  2663  East  Thirty-Second  Street,  Cleveland 

Mr.  Sam  Zelny,  Zelny  Brothers  -  2005  Orange  Avenue,  Cleveland 

Mr.  Mike  Abrams,  Used  Containers  -  Columbus 

Columbus  Fruit  and  Co-op.  -  Town  Street,,  Columbus 

L.  R»  Sutton  Company  -  117  East  Town  Street, Columbus 

Fruit  Distributors  -  Spring  and  Centrql  Streets,  Lima 

Gilbert  Grocery  Company  -  Portsmouth,  Ohio 


con^j:l'.ii^t;r  notes  no.  5 


September  io,  19U3 


There  has  been  no  issue  of  Container  Notes  since  July  26,  chiefly  becanse  we  have 
been  preparing  estimates  of  container  requirements  and  exploring  the  possibilities 
of  nev  container  production  for  1914!;,  and  not  because  of  any  reduced  necessity 
for  conserving,  salvaging  and  re-using  fruit  and  vegetable  containers. 

itssujning  anything  like  norinal  crop  production,  the  prospects  for  an  adequate 
supply  of  new  wooden  containers  is  not  reassuring.    Any  detailed  study  of  the 
container  situation  serves  only  to  make  raore  clear  the  need  for  greater  conser- 
vation, more  efficient  salvage,  and  more  comprehensive  re-use» 

This  prospect  faces  every  commercial  producing  section  v.'ithout  exception.  Con- 
sequently, growers  located  nearest  to  large  supplies  of  used  containers  are  in 
the  m.ost  favored  position. 

Fruit  and  vegetable  growers  i'n  the  far  ""'-est  and  South  are,  s>nd  will  be,  almost 
wholly  dependent  on  nev/  container  production,  but  those  located  in  or  adjacent 
to  the  large  consuming  centers  in  the  Northeast  need  not  be.    As  a  mat'-er  of 
fact  fruit  and  vegetable  groviers  in  that  section  can  largely  underwrite  their 
-  package  requirements  by  jrdicious  Stock -piling  of  used  containers  which  will  be 
plentiful  during  the  winter  and  spring  months,  beginning  NOW. 

PROSPECTIVE  AVAILABLE  SUPPLIES 

Assuming  normal  crop  production,  and  providing  the  containers  are  available  in 
the  I'.est  and  Sauth,  receipts  in  the  Northfcastern  section,  from  September  1  thrccugh 
April  3Q»  will  be ■  apprDximtely         million  containers  which  can  be  adapted  to 
local  needs.    Chief  among  those  re-usable  containers  are  the  following:  apple 
boxes,  20  million;  pear  boxes,  13  million,  California  orange  boxes,  19  million; 
lemon  boxes,  5  i^iHioiiJ  "tomato  and  grape  lugs,  I4X  million;  cauliflower  crate, 
2  million;  L.A.  or  lottuce  crato,  I8  million;  ■"virebound  Bruce  orange  box,  23 
million;  ".irebound  celery  crate,  6  million. 

■'jith  this  v/ealth  of  needed  supplies  immediately  available,  no  Northeastern  fruit 
or  vegetable  grower  net^d  be  without  containers. 

A  FET^"  SUGGESTED  USES 

Apple  box  -  apples,  peaches,  pears,  asparagus,  cucmibers,  egg-plant,  peppers, 
svjeet  potatoes. 

Pear  box  -    pears,  cucumbers,  egg-plant,  parsnips,  tomatoes,  radishes* 
Orange  box 

Lemon  box  -  Nailed  -  asparagus,  bunched  vegetables,  s-weet  potatoes,  egg-plant, 
spinach,  parsnips. 

Lug  box  -      grapes,  plums,  cherries,  cucumbers,  peppers,  tomatoes,  radishes, 

parsnips • 
L.A.  (lettuce)  crate 

Caulif lov.'er  crate  -  cabbage,  cauliflower,  cantaloupe,  ccnrn,  bunched  vegetables, 

egg-plant,  escarolc,  kale,  greens,  head  lotcuce,  broccoli. 
Cantaloupe  crate  -  cantaloupes,  cabbage,  corn. 

^'iirebound  celery  crate  -  bunched  vegetables,  egg-plant,  escarolo,  kale,  greens, 

lettuce,  peppers,  sv/oet  potatoes, 
■"'arebound  orange  crate  -  cabbage,  corn,  cantaloupe,  broccoli,  caulif lov/cr. 

The  foregoing  suggestions  are  not  necessarily  final  or  conclusive.    They  arc 
merely  to  show  the  possibilities  as  indicated  by  observations  csf  usage  in  differ- 
ent markets.    It  is  expected  that  further  suggestions  v;ill  be  developed  which 
will  make  for  unifoirm  packing  and  utilization  of  those  containers. 


im  TO  mm  stanmd  coTmiKERS  from 


This  is  the  title  of  an  illustrated  pamphlet  describing  e  jrietho.d  for  converting 
the  California  orange  box  into  an  apple  box,  and  suggesting  other  conversions 
which  some  gro?;ors  may  find  practicable.    Copies  of  this  pgrnphiet  -A'ill  be  mailed 
on  request. 

NOR THE^.S TERN  GRQV.ERS  IN  A  FAVORED  POSITION 

19Uh  production  of  nevi  containers  in  the  Northeast  can  be  expected  to  fall  short 
of  minimum  requireinents.  Nevertheless,  growers, in  this  section  are  in  a  favored 
position.  They  can  accept  the  challenge  posed  by  e.  universal  container  shortage 
and,  at. the  same  time,  serve  their  o™n  best  interests. 


On  the  other  hand,  if  full  advantage  is  not  taken  of  the  opportunity  to  obtain 
containers  v/hile  they  are  available,  these  grov^ers  will  have  no  one  else  to 
blame  if  caught  -v/ithout  needed  supplies  next  year. 


m:i  IS  THE  TIME  TO  ACT 

The  containers  enumerated  arc  available  now.    Used  container  dealers  are  willing 
to  collect  'them  but  they  arc  unable  and  unwilling  to  store  them  until  next  year* 
The  stock-piling  must  be  done  on  the  farms  by  the  growers  and  shippers,  and 
the  conservation  of  this  supply  of  containers  becomes  a  responsibility  of  such 
growers  and  shippers. 


This  office  is  constantly  receiving  inquiries  for 
used  containers.    Dealers  arc  requested  to  send  us 
each  T.'cek  lists  of  any  containers  -  vraoden  or  .tex- 
tile -  which  they  have  on  hand. 
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APR  2  01945 

Under  this  heading.  Dr.  Chps.  '..  Hauck,  0hiV«tata  JIiy,:;f^3iW^  recently  v/rote  a 
word  of  caution,  as  follovs:     "The  expected  *s^i^^(^^^  ^ffee^^^^  apparently  has  been 
averted  for  the  time  being,    ''ihr-t  looked  like  a        1  Tx,rBP==?ycrbt  1  e no c k  in  the  making 
a  few  months  ago  has  turned  out  to  be  logs  serious  than  was  anticipated.  Most 
growers  of  fruits  and  vegetables  in  Ohio  have  found  vroys  of  getting  enough  bas- 
kets, boxes,  crates  and  bags  to  handle  their  crops. 

This  hPS  come  abq^-!-  <-»-rough  (l)  gre-ter  salvage  and  re-use  of  packages  and  (2) 
sharply  reduced  volume  of  produce  for  rr/rkot  due  to  pr-rtial  or  complete  failure 
of  S'.ine  crops, 

Soluti.n  of  the  container  problem  in  19i4i.  inay  be  much  .-noro  difficult.    Tf  yields 
sh..uld  be  normal  needs  i/'iH  bo  groot<^r,  and  growers  are  less  likely  to  approach 
the  harvjst  season  next  year  with  a  brcklog  of  ncv;  packages  in  reserve  as  many 
did  iu  19^3. 

Nov;  packages  remain  scarce  and  pr  jbrbly  vill  be  scarcer,    ivianuf acturers  are  oper- 
ating under  drastic  limitations,    iv.aterials  and  labor  arc  still  liard  to  get,  ond 
diversion  fr^^n  civilian  needs  to  jnilitary  requirements  continues. 

Thus-  it  appears  tnere  are  still  strong  incontiv-^s  to  stock  up  with       d  used  con- 
tainers in  advance,    Lxtensive  salvo-ge  of  containers  during  the  months  ahead  may 
be  the  only  v-Ty  of  insuring  deliveries  to  market  next  yerr  •    Vr  rious-'k-inds  ,  f 
packages  rill  be  arriving  in  quantities  in  Ohi    Markets  throughout  the  fall  and 
v.lnter  froni  other  pr.ducing  districts,  and  --ill  afford  opportunity  f...r  the  alert 
and  resourct^ful  groY-'or  to  lay  in  \'hat  supply  ho  needs. 

Some  of  these  packnges  mr.y  require  rofabricr  ti     ,    Re-use  of  nrils-d  crates  end 
boxes  from  the  South  and  "'"iost,  for  example,  may  necessitat-:^  rerxrking  to  adapt 
then  t^  Ohi^  products  ond  Oiii;  markets.    But  it  has  be^n  dem.:>n5trated  by  numer-c 
Qus  gruv^ers  this  year  that  this  <erp.ergency  chr.nge  in  practice  is  nut  bey-^nd  their 

ingenuity.  It  has  been  shovm  that  Ohio  fruits  and  vegetables  can  be  successfully 
marketed  either  in' original  cr  -rewc irked  oirango  and  lesion  boxes,  tomato  lugs,  west- 
ern apnle  boxes,  lottuee  cra-l^os ,  ■  and  the  like. 

Success  in  m:ving  next  yerr's  cr.':'ps  fr^ra  f'^rms  t;-  consumers  is  gjing  to  depend 
in  part  upon  v'hat  growers  do  rdth  thv^ir  opportunities  in  tho  meantime," 


In  line  vdth  Dr.  Hauck's  timely  suggesti.n,  grovors  in  Ohio  and  ^ther  northeast- 
ern states  can  underwrite  a  fair  portion  of  their  19^.  container  requireipents 
by  filling  avr>ilablc  st...rage  space  '«ith  used  containers  vhich  are  n- avrilable. 
in  large  volume,  but  v;hich  v/ill  not  be  available  next  spring  ..r  next  summer, 

/•jTieng  the  nailed  typos  nov;  available  are  the  f>  llovdng; 

(1)  L,^..   .-r  lettuce  crc.te  -  I5  x  I7-I/2  x  22  inclaes  inside,  npproximately  2-5/8 
bushels,  stacks  three  in  a  bunch.    Depending  on  the  shape    f  the  storage  space  a 
shelter  large  enough  t-  hold  1000  bushel  baskets  and  covers  ivould  hold  around  36O 
L,j*.  crates  which  v/ould  bo  tho  equivri-lent  .-f  about  8u0  bushels, 

(2)  iiUg  box  (t.  mat    or  grape  )  5-3A  X  13-1/2  X  16  inches  inside,  approximately 
18  quarts,  stacks  four  in  a  bunch.    Under  favorable,  stacking  conditions,  around 
2000  lug  boxes  the  equivalent  >-'f  1000  bushels  can   'O  stored  in  a  space  large 
enough" to  hold  1000  bushel  baskets  r.nd  covers, 

(5)  '.estern  apple  box  -  IO-I/2  x  II-I/2  x  18  inches  inside,  aporoximately  1  bushel 
stacks  three  in  a  bunch,      here  space  is  advantageous  in  shr.pe  around  825  '"^Pplc 
b_xes  can  be  stacked  in  the  space  required  for  1000  bushel  baskets  and  covers^ 
(L)  Two  compartment  orange  box  -  12  x  12  x  21;  inches  inside,  approximately  I-I/2 
bushels.    This  container  will  net  nest,  but  under  favorable  stacking  conditions 
about  350  of  these  serviceable  containers  the  equivalent  of  525  bushels  can  be 
stored  in  the  spree  required  for  1000  bushel  brskets  and  covers, 
(5)  Tvo   Ov.mpartment  lemon  box  -  10  x  I3  x  25  inches  inside,  I-I/2  buslr 
not  nest  and  v.'ould  stack  rbout  tho  srmo  ns  the  nailed  rr'>"->-^  ^  x. 

 -^^X-^'^^rJM  IjGG  OiL\CE 

"I'he  "insidfe  dimensions  of  th'    two  cmprirtnient  orange  boxes  are  almost  identical 
v'ith  tho  e  of  the  standard  ^0  dozen  egg  crate.     The  Galif ,  box  lacks  about  ir 
doDth,  but  this  is  easily  remedied  by  adding  a  3A-"  cleat  to  each  end  end  center. 
The  Florida  box  is  l^rge  enou£,h  in  all  dimensions. 


CHE/i?  INSURANCE 


I'ath  millions  of  these  t\'pos  of  containers  available   in  all  principal  markets  dur- 
ing the  fall  and  vvinter  months  mcs  t  grov/ers  should  be  able  to  have  a  large  part 
of  their  1914^-  package  requirements  -  v/hothor  or  not  no-N  containers  are  available 
next  summer*  . 

RECENT  OFFERII'GS 

4.tlas  Bag  Company,  II1.59-6I  Blue  Island  Avenue,  Chicago,  Illinois 

1(D000  'F.  J.  asparagus  crates 

10000  2i4  qt.  boa'ry  crates  -  sups  and  dividers 
M.. Goldberg  &'  Son,  705  Worth  Third  Street,  St.  Louis,  Missouri 

5000  bushel  baskets,  ivithout  covers 
5-^000  bushel  hompcrs,  mthout  covers 
Goldstein  Bros,  Third  Street,  Kansas  City,  Missouri 

Carload  2)4  pt,  berry  crates 
»  Cariajad  vdrobound  sweet  potato  crates 

REDUCED  FREIGHT  R/^TES 

EffeetSve  September  23,  on  used  fruit  and  vegetable  containers  from  ■"isconsin,  Ill- 
inois, Iv'issouri,  Arkansas  and  Louisiana  to  points  west;  in  teturning  refrigerator 
cars  I  ijyl.pO  cvrb,  6OOO  pounds  minimam  in  oars  x^dth  capacity  of  2000  cu,  ft.  or 
less,  7500  pounds  in  larger  cars. 

Effective  September  27,  on  used  fruit  and  vegetable  containers  from  Official 
Territory  to  Southern  Freight  Assoication  Territory  at  rates  apnroximately  23-l/2 
per  cent  of  first  class;  minimum  15,000  pounds  in  refrigerator  cars  to  be  furn- 
ished at  carrier's  option,  25,000  pounds  in  box  cars. 


'Tn  order  to  ans';ver  inquiries  concerning  ' 
'sources  of. supplies  of  used  containers,  ' 
'dealers  are  rx3qu?isi;^?d to  keep  this  office' 
♦informed  of  supplies  on  hand.  ^ 


ivir.  L.  C,  Carey 

Fresh  Marketing  Divisio^n 

Fruit  &  Vegetable  Branch 

Fo  d  Distribution  Admini str^tinn 


/vfter  5  days  return  to  the  .  Penalty  for  Private  •Usp  to  /iVoid 

■'■-ar  Food  ADministrat ion  Payment  of  Postage  v500« 

Fresh  I'.'arketing  Division 
Fruit  &  Vegetable  Branch 

''/ashington,  D.  C.  (25)  ' 
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FOOD  LISTiilJUTIOK  ALidii^iSiH/.TiOIJ 
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SPECIAL  TO  GRa.ERS  AKD  SHIFPBHS 


VmT  WILii  BE  US3L  I- OK  CXTAIIIKRS  IK  191!^? 


19h3  production  and  ohipiTionfcs  of  fresh  -recetablea  and  tTQO  fruits 
woro  below  nomsal  duo  in  largo  neasuro,  to  advorss  weather  cocdi- 
tions» 

Assuming  l9Uh  production  will  bo  more  nearly  nor?:a.l  ^  repre- 
saatod  by  lOhS.  -  the  requiremonts  for  ccntainerc  -svill  e^-ceed  1)U3 
by  approxinstely  the  follov/ing  a.-a  iunts: 

1/2  bu»  round  stavs  baskets  -  1  .Tdllion 

1  bu.  round  sfca-v«  bas3c©ts  -  million 

1  bu.  hanpQra  -  2-l/2  million 

Lugs  and  daoiduous  fruit  boxos  ~  17-1^2  ciillioa 

Vegetable  oratos  -  6-5/4  inillion 

Forecaeta  of  now  container  producticn  do  not  begin  to  approach 
these  additional  roquiromsnts, 

lie  do  cot  bolievo  growers  and  shippers  in  any  aroa  -  north,  cast, 
south  or  v;3st  -  can  afford  any  degrco  of  complacsnoy  or  to  ignore 
tha  generous  supplies  of  serviceable  used  containers  no.i  avail- 
able in  northern  markets  -  TThich  if  not  absorbed  promptly  used 
container  dealers  are  likely  to  discontinue  oollocting. 

Growers  should  not  expect  to  find  the  usual  plentiful  supplies  cf 
used  tub  bushels,  now  nor  at  any  time  in  tlie  visible  future. 

However,  other  types,  perhaps  less  dosirabls,  are  available,  aad 
unless  growers  stock-pile  these  sorviceablo  containers  no?/,  ishilo 
thoy  are  available,  they  my  cry  in  vain  for  containers  next 
suaiser  and  fall. 

Address  inquiries  to  Food  ia.3tribution  Adminietratibn,  Washington j 
or  to  FM  Regional  offices,  Chicago  and  llcw  Ycrko 


L.  C,  Caroy 

Fresh  Ii5arl:eting  "division 
Fruit  &  Vogetablo  Hranch 


CONTAINER  NOTES  HO.  H 


WAR  FOOD  ADMINISTRATION 
Cffi»©  of  Pistribution^CrjiJ 
Vfeshingt.en,  25,  C, 
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WtikT  mLL  BE  USED  FOR  CONTAIrlERS  IN  I9U+? 


Excerpts  from  "TRiELy  H'lARKETIKG  INJ'ORIvLf/nON" ,  Bureau  of  Markets,  Albcn^ 
New  York,  Janui.ry  19:- 

"Keep  in  mind  that  in 'the  year  19^1.  —  we  have  got  to  use  every  con- 
tainer we  can  lay  our  hands  on  -  egg  cases,  orarge  boxes,  lugs,  crates^ 
and  boxes  of  all  kinds  and  shapes,  baskets  and  hampers  -  anything 
and  everything  will  and  must  be  used  to  move  our  crops  to  market," 

SUPPLIES  AVAILABLE  AS  OF  l"iE  DATE  INDICATED 


January  1  -  BRONX  BAG      BURLAP  CO.  Bi*ohx  Terminal  mt,,  Bronx,  N.  Y. 

One  or  more  cars:     1  bushel  tub  baskets. 

Nailed  orange  boxes 

SAM  CRISTIFULLI,  i|00  E.  110  Street,  New  York, 
One  or  more  cars: 

1  bushel  tub  baskets  Bruce  orange  boxes 

1  bushel  hampers  ■  ■  Egg  Crates 

Apple  boxes 

KLEIN  BROS  EivffTY  PACKAGE  SUPPLY  CO.  5^2  Craven  St.  Bronx'; N.Y. 
One  or  more  cars: 


1/2  bushel  tub  baskets 
1  bushel  tub  baskets 
1  bushel  hampers 
l-l/U  bushel  hampers 
I-I/2  bushel  hampers 
2J4  quart  berry  orates 
Cauliflower  crates 


L»A«  lettuce  orates 
Cantaloup  crates 
Apple  boxes 
Nailed  orange  boxes 
Bruce  orange  crates 
Egg  crates 


Ncviteky  Bros,  IJ48  Franklin  Street,  New  York 
One  03*  more  cars  ♦ 


1/2  bushel  tub  baskets 
1  bushel  tub  baskets 
I-I/I4  bushel  hampers 
I-I/2  bushel  hampers 
1  bushel  hampbrs 
2i4  qviart  liorry  crates 


Cauliflower  crates 
L.A.  lettuce  crates 
Apple  boxes 
Bruce  orange  crates 
Nailed  orange  boxes 


MAX  NAULmN,  i+06  E  110  Street  ,  New  York 
One  or  more  cars: 


1  bushel  tub  baskets 
2)4  quart  berry  crates 
Cauliflower  crates 


L.A.  lettuce  crates 

Apple  boxes 

Bruce  orange  crates 


WILLY'S  PivCK/iGE.'GO?SEANY/  l80  ?fest  Street^  New  York  >  ^ 

One  or  more  cars: 

1/2  bushel  tub  baskets ""■'PLf'quart^  be'ffy  crates 

■f  1  bushel  tub .  batekets.  ., V.  :  .Apple  boxes  ;  . 

1  bushel  hampers 

GRB^.T  .aTLA-HTIC  &  pKiSIPriC  'TEiv.  CO,  .liDO  Bareto  St.  Bronx,  New  York 
•One  or  more-:  curs:.  ■  ,  .  ■,.  , 

1  b-ushe-L  hampers  \  :-  Bruce  orange  crates 

'C.I4  quart  berry  crates=  Nailed  citrus  boxes 

Apple  boxes       ■:.  .  ,  :      '  ,^     Egg  ;c rates      :  ^ 

SiaaUELS  fiACliAGE  'COi'L^Ji^M  Bronx,  New  York 

One  or  raore  c;-rsj     1  bushel  hanip§rs  ,         .-■     .  „  , 

Bruce  citrus  .boxes,  .  • 

LkKDST/uVN  P^.CK/*GE  SUPPLY  CO,  ,,  392,  Greenwich,  Street,  New,  York 
One  or  more  cars?        1/2  bushel  tub  b  ushels  ,   .,  .  .  ...... 

■   Gauliflbvifer  crates .  • 
^pple  . boxes  ..      ..  .  , 

J.  iJffiOREINNI,  169  Lombardy  Streut,  New  York 
One  or- more-  c£  rs:    Apple  ■  boxes- ,  ■  ;■. ;  ,  ,  , 

LEYi/  GELViJf,  3i+8  Manida  Straet,  Bronx,  New  York-.  ;-    '  ' 

One  of  more  cr.rs:     I/2  bushel  tub  baskets    -    Appl^  boxes 

NEW  YORK  PACKAGE  SUPPLY  CO,  75-83  Rut  ledge  St.  Brooklyn,  New  Yock 

One  or  more  cars  :•    1/2  bushel  tub  baskets  .-  . 

Apple  boxG-s    ■  Bruce  .  citrus  boxei^^ 

SCHULL  ;,NL  BROWN,  701  E  I32  Street,  Bronx,  New  York 

One  or  more  cars:    Ap..?le  bo^<^s.  ,  .  ■•■      ■  ■    ■.  .  : 

GRALE      FiiRMS  SUPPLY,  1230  Oak  Point  Avenue,  Bronx,  New  York 
One  or  moce  c  rs:    Apple  . -boxes  -  ■:        egg  cases 

BES'i'  EGG  G4.SE  CO&iPx.NY  396  .Greenvdch  Street,  New  York 

One  or  more  cars;     -Egg.  crates  ...  . 

JaAuury  6  -  T.  A,  SUMi';£RS,  719  Patrick  Street,  Charleston,' "i/Yest  Virginia 
One  mixed  car;     Be  .n  and  cabbage  hampers,  bruce  boxes, 
BUs,hel  bcskt,,  ts.  . 

EMIL'S  PRODUCE  CONTAIM  S1.RVICE,  32  Baitz  Ave.  Buffalo,  N,Y. 

-  Mixed  cars :  -  .    .  ,  , 

1  bushel  .hampers  '  Apple  boxes 

Lug  boxes  2l|  quart  berry  crates 

Nailed  orange  boxes. 
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F.  L.  Rav\Sfi^»  716  i+th  St.  E:.st,  Huntington,  W.  yirginici 

2000     I  bushfyX  hamper^  6OOO  k.d»  2I4  gt,  berry  crates 

^  •     1500    lug  boxes  150    1/2  bushel  tub  baskets 

JAi/ES  B.  GUiJ^INO,  73I4  E.  Lombard  St.  Baltimore,  Maryland 

5  to  7  curs  1  bushel  hampers  .   ( 7OOO  p^r  oar). 
2  to  3  cars  21;  quart  berry  crates     (I3OO  per  car) 

POOLES  DRi^YlSii.  CO.  I2J46  i+th  St,  N.E,  Washingcpn,  D.  C. 

3-1-1.  cars  1  bushel  hampers  without  covers 
1200  tomato  lugs  without  covers 
3000    2)4  quart  berry  crates 

B.  G.  MANK  &  CmiPLM  615  Y/ater  St.,  Baltimore,  Maryland 
25,000  1  bushel  hampers 

January  10  -  GEI^IERAL  EGG  CRAfB  &  BASKET  CO,  I523  Division  St.  Detroit 

*  • 

5-6  cars  nailed  orange  boxes 
*■"■'■  *"   S'Sypral  cars- 2i4.  quart  berry  crates  <• 

GOLDSTEIN  BROS.,  112  W.  3rd  St.,  Kansas  0ity,  Missouri 


1  car  sweet  potato  crates 
5  cars  naile  d  or;.. nge  b^oxoks 
10,000  red  onion  bags 


5,000  half  box  citrus  bag 
5,000  box  size  citrus  bag 


January  12  -  ZEILFu'.N  COi-Pi.NY,  '2663  E.  32nd  Street,   Cleveland,  Ohio 

1  car  1/2  bushel  tub  baskets  ,■  , 

1  car  1  bushel  tub  buskcts 

one  car  every  three  weeks:    Bruce  citrus  boxes 

January  I7  -  EAST  SIDE  EGG  CR..TE  CO,  Box  U2,  Alfred  Sta,  Detroit,  Michi 

1  car  standard  Florida  orange  crates,  50  pc-r  cent  covers 
1  ca^  bean  hampers  -  J)000  covers 


CONTiJNKR  PRGDUCCS  CO^'iPAIT^  2688  E.  37th  St.  Cle  ve land,  , Ohio 
1  car  k.d,  Bruce  citrus  boxes  * 


January  18 

January  26  -  BRa'»N  BAG  COwiPANY,  li+62  Blue  Island  Avenue,  Chicago,  111 


2  cars  nev;  bushel  .baskets  v/ith  covers 

25000  bean  hampers  5OOO  Calif,  orange  boxes 

10000  v/e stern  apple  boxes  1000  lemon  boxes 

5000  pear  boxes  ^000  2U.  qt,  berry  crates 

ATLAS  Bi.G  COJ'PAKY  lU59  Blue  Islr.  nd  Ave*  .Chicago ,  Illinois 

lOiiOOO  California  orange  boxes 
10,000  bean  haTi.pers  without  covers 

3,000  tangerine  boxes 
] 0  000  we5te'*n  ar)-)lo  boxes 


YOLLM  MCILViaNE  j_  Ii4l3  S.  Raq'ine  iv-??^nyey  Chicago,  Illinois 

2  cars  bean  hampers  without  covers  '"-- 
1  car  sweet'  potato^  cratefe 

January  31,-  M.  GCLDBERG  &  SON,  705  N.  3rd  Street/  S-t.  Lou.is,..MisS-6uri^  . 

3,000  to  14,000  bushel"  hampers  '      •  -t.^., ..;  {,r/.  r 

'is, poo  bushel  baskets  7,^..  "'' '  r.v'"^ 

U60-5OO'  1/:^  bushel  baskets 

1500  Bruce  bbxeS/'.   ,-        -        5,^00.  egg  cases 

\;     ,  ^ 

GEIIER..L  EGG  CRi.TE  &  BASKET .  CO,'  1325-'':Divi.sion  St,"  Detroit 

2;  pars  -western  apple- "boxes 
•■  :      2  cars  -  tomato  lugs  "-;■.,- 

,  ..2'Bruoes  —      3  c^^rs  2li-  quart  strawberry  crates 

*  •  ""  c 

USED  B^GS     *  -I'S 


Sdi'm'lGi^ll  NkTIJNi.L  Bi^G  &  BURIiiE  CG^yi.  5^3  Keel. Ave*  Brooklyn, eN.Y. 

THE  BURROS  B..G  CO.  Plymouth,  A'dams,  &  John  Sts.  ,  New  Yrork 

'  ■'■  -    M/JC  BAG  CO,  312-16  S.  New  Je't-sey  Avenue,  Indianapolis 

3000  60 lb.  open  mest  green  cabbage ^bags 

5000  501b  open  mesh  onion  bags      -    ^000  1001b  potato  bags-  open 
3000  1/2  b  ox  citrus  bags        ^  mesh 
JO, 000  100  lb  potato  bags,  cottom  -  • 
25,000  80Z  potato  bags,  burlap 

PROGRESSIVE  BAG  CO,  6?  Franklin  St,  New  York 
Burlap  and  cotton  bags 

PHYLL:IS  DARE  CO,  I3UI  Adelaide  Street-,  Detroit,  Illinois 

60000-  lOOlb  pot-to  bags,  mostly  Maine    -    10000  Fla.  open  mesh  bags 
15000  -  100  lb  pot-to  bags,  mostly  Idaho  &  Calif, 

5000  -^501b  Canadian  rutabaga  bags      -    2Q,,000  -  1001b  cotton  potato  bags 
10,000  -  981b  flour  bags,   suitableJ- f or  cabbage,  ca-Vrots,  etc. 

EGG  CRATES 

CLARK  PRODUCE  CaViPAOT.iColumbus ,  Georgia 
8  cars  egg  crates,  with  fillers 

ROY  Ki-J^STEIN,  12i45  N.W.  Second  St,  Miarpi,  35,  Florida 

Approximately  1  car  v/i rebound  meat-boxes,  various  sizes. 
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"Keep  in  mind  that  in  I9I4I4  we  have  got  to  "use  every  container  we  caja  I^y 
our  hands  on  -  egg  cases,  orange  boxes,  lug  boxes,  crates  and  boxes 'Vf  ' 

all  kinds  and  shapes,  baskets  and  hampers  "  —  New  York  State  Bur6^u  of 

Market  s • 

SUGGESTED  USES  OF  AYAIL',^LE  NAILED  TYPE  CONTAimS 


•L«A«  (Lettuce)  crate  1 
Inside  dimensions: 
13  X  17-1/2  X  21-1/2 
inches* 


Half  L,A»  crate; 
9  X  13  X  21-1/2 

Small  vegetable  crate; 
b  X  Ji^  X  22  inches 


Lug  Box  ; 

5-3/I4  X  13-1/2  X 


dozen 
dozen 
dozen 


Approximately  I8-I/2 
quarts,  level  full. 


Nailed  Orange  Box; 
11-1/2  X  11-1/2  X  2k 
Approx.  I-I/2  bushels 
^r 

12  X  12  X  2J4 

Aporox,  I-3/5  bushels# 

N.W.  Apple  Box; 
10-1/2  X  11-1/2  X  18 
Approx,  1  bushel 


Bunched  beets  -  U  dozen;  radishes,  10 
Bunched  carrots  5  dozen;  onions,  8 
Bunched  parsley  10  doz«;  turnips,  3 
Celery,  cabbage,  cauliflower;  eggplant  -  3-1+  doz« 
Head  lettuce  j)-h  doz;  cantaloups;  cabbage* 


Same  products  as  above. 


Many  of  the  above  products,  parti cu5.arly 
bunched  vegetables* 


Celery  hearts;,  celery  cabbage;  cucumbers;  green 
corn;  leaf  lettuce  (6  lbs);  parsnips  (-SSlbs); 
green  onions,  loose,  IO-I5  dozen;  peppers;  toma- 
toes; topped  beets,  carrots,  turnips;  summer 
squash,  apples,  peaches,  cherries,  grapes,^ 


Asparagus;   green  corn;  head  lettuce;  peppers; 
spinach;  topped  beets^  carrots,  turnips;  cabbage; 
apples,  peaches,  pears,  quinces,  , 


Same  products  as  above. 


USED  CONTAINERS  FOR  SPECIFIC  PRODUCTS 


ASPARAGUS:      Sh6  weste  rn  style  crate  -  approximately  10  inches  deep;  9  "to 
9-I/2  wide  at  top;  11  inches  wide  at  bottom;  18  inches  long, 
will  begin  to  arrive  in  eastern  markets  about  March  20  and 
will  continue  until  about  June  15» 


These  crates  should  be  suitable  for  asparagus  growi  in  Dela- 
ware,  Jferyland,  New  Jersey,  Pennsylvania,  Massachusetts, 
IllinQis,  Michigan,'  all  of  whi oh 'are  close  to  somurces:::  ©f  supply 

CANTAL CUPS ;    Standard  and  jumbo  sizes  of  crates  and  flats- v/ill  begin'  to 
arrive  from  th'e  West  around  May  15  and  continue  for  several 
weeks  ♦  '  '  ^  ,  " 

Growers  in  South  and  North  Carolina,  Maryland,  New  Jersey,  Dela- 
ware, l/Hghigan.,.-.Xlli.n6is ,  Indiana, -^nd 'elsewKere  please  note, 
and  advise  your  used  container  dealer  that  you  will  be.'in^the  •' 
market  for  such  crates#  --  -^ 

CAULIFLOWER-;  Western  shipments  in  crates  approximately  8-l/2  x  18  x  22  •  ' 
inches,  as  how  arr*iying  from  the  '.'Vest* 
,         -  These-  could  and  should  be  bought  and  stock-piled  for  future 
♦  use  in  New  England,  'Kew  York,  New  Jersey,  and  other  produc- 
ing areas,  ;  ..... 

BERRY  CRATES :  2h,  quart  size,    St>me  quantities  available  at  this  time,  but 
may  be  picked  up  for  other  uses  unless  procured-; at . pnee,  . 

-         ■  PAPER  SACKS  FOR  APPLES  '  < 

Professor  C«  E.  Baker,  Purdue  University,  advises  that  last  year  more 

than  ever  before  apples  v;ere  sold  in. paper  sacks  at  road,  side 
stands  and  for  local  market.    In  many /instances  buyers  prefer  sacks  be- 
cause they  are  eaisy  to  handle  in  and  out  of  automobiles,     T^e  use  of  sacks 
was  furtner  encouraged  by  placing  a  rather  stiff,  premium  on  apples  in 
baskets,  ■  •  .  ' 

This  idea  may  be  well  worth  inv© stigation^    Used  container  dealers^  can- ■  

frequently  furnish  nev;  sacks,  misprinted,  or  for  some  other  reason  un- 
suited  for-  thr  original  purpfse,  or  used  sack's  which  are  suitable  for- 
apples,,  ;  '  (* 

.,     ■  >  „-  ■ 

APPROXII\/LA.TE  I\!Ul'IBE^-^  PER  CAP.LQAD  *  USED  CONTAINgR^  -  ■  -  >  ;   .  ■ 

The  number  •f'  used  containers  that  can  be  loaded  in  a  car  varies; with 
the  t^/pe  and  size  of  cars.    The  following  figures  have  been  reported  from 
various  sources;  .  ,  • 


CONTAIivER  .  REFRIGER/iT OR  CAR  ^.      FREIGHT  CAR 

Round  stave  bushel  &  covers--    •  ^-  •  ■     ^qoO  -  6000 

Round  stave  bushel,  no  cover  65OO  -  7OOO" 

Bushel  hamp'ers  &  covers  5500  -7500"^- 

Bushel  hampers,  no  covers  I;,000  •      8OOO  -  12000^" 

L,A,   (lettuce)  crates  '  550-755  ,  1000  -  li+OO  ■ 

Cauliflower  crates  '  935 

L,A,  and  Cauliflower  800 

Wirebound  (Bruce)  citrus  H.D.  35OO-UOOO  i4l+00  •  60OO 

Y«irebound  (Bruce)  citrus  set  up  ']29  1000 
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Vfi rebound  celery  K»D# 

- 

Uooo 

-  5000 

Lug  boxes 

2600 

1+000 

-  5000 

Apple  boxes 

iogo-1200 

1650 

-  2i?00 

Orange  boxes,  nailed 

720r850 

1000 

-  1600 

S'h T'awb ft r T V  crates    fSJi   ot.  i 

2jL00 

Bags  (100  lbs) 

50,900 

USED  COMTAimS 

AVAILABLE  A3  OF  Di^TES 

iroiGATED 

February  II4. 


February  II4 


January  29      CAPITOL  BOX  &  BAG  CO.,  2122  Lav/rence  St,  Denver,  Colorado 

2  cars  N.Y''.  apple  boxes 

3  cars  tomato  and  grape  lug  kpxes 
2  cars  sv;eot  potato  crates 

Large  quantity  nailed  orange  boxes 

SAi/IUEL  SLIPOCK,  1128  Spring  St.,  Elizabeth,  New  Jersey 

Several  cars  each:    Nailed  Florida  oratnge  boxes 
Te:!{:as  vegetable  crate.      Nailed  California  orange  boxes. 
JjIARKET  SUPPLY  CO,.  145  Fulton  St.,  Boston,  Massachusetts 
Mixed  ca  r:    Cabbage  hampers  (8OO) 

Bushel  baskets  &  covers  (1;,000) 

MORRIS  SOLOi'iON  &  SONS.,  35U  Scholes  St,,  Brooklyn,  N.  Y, 
20,000  spinach  baskets,  no  covers 

25 ,,000  export  and  continuous  stave  tub  baskets,  not 

reconditioned,  no  covers 
■5  cars  California  ore^nge  boxes 
5  cars  Bruce  boxes, set  up 

..       .  ATLti.S,BAG  CO.,  lU59  Blue  Island  Avenue,  Chicago,  Illinois 

15,000  California  orange  boxes 

5,000  lemon  boxes 
10,000  N.VI,  apple  boxes 

5,900  214.  quart  berry  crates 
.<  ,,20,Q00  Bushel  hampers 

50,000  Bushel  b:;sket  covers 

2,000  Pear  boxes 
2,000  Texas  Vegetable  crates   (8  x  12  x  22  inches) 

2,000  Texas  citrus  boxes,  aailed 
50,000  Cotton  potato  bags 
25,000  Open  mesh  citrus  bags 

■  ^     .  M.  S,  STEIN,  £2-66 'Market  Place,  Baltimore,  Maryland 

50,000  Bushel  bean  hampers 
200,000  Used  berry  quarts 

February  10    ROY  KOPSTEIN,  121+5  N-.W.  Second  Street,  Miami,  Florida 

7,000  Egg  crates  and  flats  and  fillers 
20,000  Bushel  basket  covers 


February  15-  GOLDSTEIN  BROS,  112  W,  Third  St.,  Kansas  Cj.ty,  Missouri 

2-3  cars  Florida  and  California  citrus  boxes 
2-3  cars  Nailed  and  "James"  sweet  potato  crates 
1-2  cars  N.'/.  apnlo  boxes 
1     -car    Bean  hampers  v/ith  covors 

1,000  2l4-qt.  b  tes 
1,000  Cranberry  boxes 


.*'.  GaDSTEiN  BROS,  (ConU)         '  " 

.  ".A^  300  Pear  BoJces 

10,000  Red  onion  higs  -  suitable  for  topped  carrots, 
turnips^  apolcs  '  •- 

5#-000  greon  cabbage  bags 
1^,000  5  Ply  paper  sugar  bags  -.suitable  for  1  bushel 
apples 

10,000  Half  box  citrus  bags 

10,000  Burlap  and  cotton  bags  -  suitable  for  50  lbs 
cabbage'  or  5  dozen  swoet  corn* 

February  16,  INTERSTATE  PiXK.'jGE  SUPPLY  CO,  2i9  West  St,-,  New  York,  N.Y, 
•■500,000  Used  berry 'crates 

ALBERS.,  SUPER  lv]i.RKETS,  Cincinnati,  Ohio 

Mixed  car  -  1200  bean  hampers,  balance  one  bushel 
^     tubs  v/ith  covwrs. 

February  1?    POOLES  DRkYAGE  CO.,  121.l6- Fourth  St,  N/E,,  Washington,  D.C, 

23,000  Bushel  bean  hampers,  no  covers 
2,600  Mixed  export  and  continuous ^ stave  tub  baskets 
'  '  li4,000  Bushel  basket  covers 

DAVID  GOLDI/iAN  &  BROS.,  222  S.  Front  St.,  Philadelphia,  Pa» 

5  cars  .fircbound  (Bruce)  crates 

5  cars  apolo  boxes 

5  oars  tomato  lug  boxes 

FORT  PITT  BAG  &  BURLAP  CO.,  I}?    18th.  St^,  Pittsburgh,  Pa» 
1  car  nailed  Florida  orange  boxes 

1  car  mixed  vdrebound  and  nailed,  ta.ngerino  boxes 

2  cars  nailed  California  orange  box.es 
2  cars  tomato  and  grape  lug  boxes 

'  BiiGS  f 

II  '  *, 

AMERICAN-NATIONAL  Bi.G  &  BURLiJ^  CO.,  3ii5-U9  Kent  Ave.  Brooklyn,  N.Y., 
Ncv/  and  used  burlap  and  cotton  bags 

PROGRESSIVE  BAG  COi-IPANY,  6?  Fr^mklin  St,  New  Haven,  Connecticut 
50, #00  used  burlap  and  cotton "bags 

BELMONT  BURLkP  BuG  CO,,  ,2719  N.  Edgemont  St.,  Philadelphia  3l.,Pa, 
i4.0,000  -  106  lbs.  paper  sugar  bags,  suitable  for  potatoes, 
20,000  -  100  lb.  potato  bags  '  etc, 

CONTtUrlER  i-RODUCTS  CO.,  3301  Broadway,  Cleveland,  Ohio 
U0,000  Half  bax  citrus  bags  '  ' 

2U,000    -  50- lb,  onion  bags 

USED  CONTAIrlERS  V^ANTED  ' 
H,  C,  Jones,  Saluda,  South  Carolina         ,  <■ 

100,000  oushol  baskets  100,000  bushel  hampers 

250^.000  -  100  pound  potato  bags 
L.  C.  Carey  Fruit  oc  Vegetable  Branch 

Fresh  l^iarkoting  Division  Washington  25,  D.  C 


-  2  - 

early  crop  is  expected  to  be  55  percent  la.rger.Athan  the  relatively  large 
19ij3  crop, 

*  "       •    •  • 

SUPPLES  OF  USED  CONTAIiMDRS  ACCU115UIAT ING 


Reports  from  some  I5  used  container  dealers  as  of  iLpril"! 'irrdT'cate  -a-'-fall- 
ing  off  in  the  demand  and  shi£ment  of  cerjiain  types  of  containers,  parti- 
cularly L#A.  iettuce  crates,  "Texas"  vegetal) I'e  "crate  lug  boxes, 
cauliflower  crates,  hailed  orangetboxes,  etc. 

Supplies  of  those  containers  are  beginning. to  pile^^up  -  and  unless  buying 
interest  and  movement"  can  bo  s'timulated  dealBrS-msiy  be  compelled  to  dis- 
continue salvaging  them  for  lack  of  warehousing  -spaoe. 

One  bushel  bean  hampers  are  also  piling,  up  duo  to  lack  of  demand^ 


The  containers  referred  to  above  -  and  o^'ers  -  are  entirely  suitable  for 
local  market  ga'rden  uSe,  and  growers  , in  certain  areas  appear  to  .be  taking 
full"  advantage  of  avail^ible-  supolies,    Hov/evor,  in  other  areas  who  ire  bas- 
kets have  heretofore  prcdomin?:.ted,  thousands  of  these  serviceable  crates 
and  boxes  are  apparently  going  to  waste, 

■^This  message- is  directed  to  those  growers  and  also  to  bean  and  tomato " ' 
shippers  in  all  commercial  art  as  -  with  the  sug.-;est  ion  that  used  crates, 
hampers  and  lug  boxes  purchased  now  may  spt-11  the  difference  between 
having  a  shipping  package  and  xiot  h-"  ving  one  when  it  is  needed. 

This  office  will  be  glad;to  put  prospective  buyers- in  touqh  with  likely 
sources  of  supplies-.  ^  • 


L«  C«  Carey 

Fresh  Ivlarketing  Division 
"Fruit  &  Vegetable  Branch 
War  Food  Adminis  tration 
Yfeshington  25,  D,  C,  ' 


After  5  d3-ys  return  'fe'o  the 
War  Food  Administration 
Fresh  Marketing 'Division 
Fruit  &  Vegetable  Branch 
T/ashingbon  25,  D.  d 


Penalty  for  Pri-vate  Use  to' 
Avoid  Payment  of  Postage 
^500. 
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CONTAINER  NOTES  N0>  I3  April  22,  l^l;"^  % 

WHAT  WILL  EE  USED  FOR  CONTAINERS  IN  YMaI 

Due  to  unavoidable  circumstances  this  issue  of  "Container  Notes"  has 
delayed.    Consequently,  the  usual  detailed  information  on  supplies  avail- 
able is  being  omitted,  and  emphasis  placed  on  the  general  availability  of 
certain  types  of  used  containers,  the  probable  necessity  for  their  full 
utilization,  and  the  necessity  of  procuring  them  while  they  are  available. 

Lining  up  an  adequate  supply  of  containers  needed  in  19^4+  is  strictly  a 
responsibility  of  each  individual  grower  and  shipper* 

PROSPECTIVE  PACKAGE  NEEDS  ABOVE  191^3 

The  April  sujpmary  of  estimated  spring  vegetable  production  chows  an  aggre- 
gate tonnage  I6  percent  above  19^45*  .a-nd  25  percent  above  the  10  year  average, 

Spring  crops  which  may  be  expected  to  make  serious  inroads  on  the  rela- 
tively limited  supply  of  containers  and  the  percentage  prospects  as  com- 
pared with  I9U3  are:    early  cucumbers  197/^*  egg  plant  YJ\%t  onions  l65?o, 
tomatoes  155^,  peppers  129?^,  lettuce  126^,  celery  121^,  shallots  10??^, 
cauliflower  IO6??,  snap  beans  10^%,  spinach  10^%» 

Unfavorable  weather  in  April  reduced  the  prospective  peach  crop  in  Georgia, 
South  and  North  Carolina,  but  an  "Average"  crop  is  expected,  and  package 
requirements  in  this  area  vdll  be  far  in  excess  of  19h3*    Farther  north 
and  west,  prospects  continue  favorable  for  "big  to  bvunper"  crops  of  both 
apples  and  peaches, 

PROSPECTIVE  IBACKAGE  SUPPLIES 

Current  supplies  of  used  bushel  baskets  are  considerably  belov/  morraal,- 
and  prospective  new  production  will  probably  not  exceed  90?^  of  the 
low  I9U3  production.     Growers  who  have  formerly  depended  on  this  and 
other  types  of  baskets  should  thoroughly  appreciate  this  situation, and 
the  probable  necessity  of  utilizing  the  types  of  containers  -  crates 
and  boxes  -  which  are  available  in  the  used  container- market. 


Growers  of  products  commonly  shipped  in  hampers  -  lima  and  snap  beans, 
peas,  peppers,  and  similar  items  -  should  not  overlook  the  prospective 
reduction  in  nev;  production  of  possibly  20  percent  below  19i^3» 


Tomato  lug  boxes  may  be  at  a  decided  premium  before  the  19hU  crop  is  har- 
vested.   Present  indications  point  to  a  crop  in  the  early  states  of  around 
5-3/4+  million  bushels  -  the  equivalent  of  about  10  million  lugs.  The 
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OFFICE  OF  DISTRIBDIflON  • 
VfASHINGTON  25,J),T1. 


MARCH  6,.  19- 


WHAT  mhh  BE  USED  ?^0R  PACKRGES,IN  19U;?  C-.\" 

"Keep  in  mind  that  in  l^^!h  wm^have  got;  to  use  every  container; we 
our  hands  on  -  egg  cases,  orange  boxes,  lug  boxes.,  crates  and  boxes  of 
all  kinds  and  shapes  -  baskets  and  hampers"T'»T*» 

NEW  CONTiaNER  PROPPECTS  IN  THE  EAST 

A  recent  survey  seems  to  indicate  that  19U^  production  of  round  stave  bas- 
kets may  not  exceed  90?^  of  19ii5«     I^  "^^he  Southwest,  and  Northeast,  the 
decrease  may  not  exceed  10%,  but  may  fee  as  much, as  2^%  in  the  Midwest » 
An  increase  of  around  10%  is  p'resently  indicated  in  the  southeastern  states. 

The  prospective  production  of  hampers  is  below  V^h^t  -.The  decrease  may  be 
only  10%)  in  the  Southwest  -  but  in  the  two  most  importapli.  areas  -  the  North- 
east and  Southeast  -  production  maynnot  exceed  75?^  of  19U5« 

REDUCED  PROSPECTS  FOR  USED  BASKETS  kW)  BOXES  '  ' 

The  February  1  Cold  Storage  Report  shovdng  the  quantity  of  apples  in 
storage  indicates  that  fewer  baskets  and  boxes  will  be  available  from 
this  source  than  in  19i43« 


Apples  in 

T/e stern  boxes 
Eastern_boxes 
Bushel  ^Baskets 

Pears 


Bushel  Baskets 


February  1,  ISUd 
(thousands } 

10,575 

7,151 

5,823 


15 


February  1,  19^^ 
(thousands ) 

8,215 
.  2,9^9' 


12 


SUPPLIES  OF  USED  CCa^TAIItERS  AVAILABLE 
AS  OB  DATES  INDICATED 


Feb*  29        Hastings  Potato  Growers  Assn.,  Hastings,  Florida  * 

50  thousana  n ew~U -  s t a~nd a r d ,  double  headed  vehtilated 
potato  barrels  -  all  or  any  part  -  i+O  cents  each.f.o.b, 
Hastings  ' 

Maroh  1       David  Goldman' &.  Bros  v  Inc . ,  222  S.  Front.  St .  PhiladeJLphia ,  Pa. 
3  cars  eastern  apple  boxes 
1  car  California  asparagus  crates 
25,000  -  100  lb.  potato  sacks  • 
25,000  -  50  lb.  sackf3  , 

L.  Kazansky  &  Sons,  221  S.  Second  St.,  Philadelphia,  Pa, 
10,000  bean  hampers,  without  covers 
10,000  bushel  tub  baskets,  with  covers 


Walter  Verhalen  Company,  Hope.,  Arkans.as 

100  thousand,  approximate ly  1  carload,  3  quart  oblong  till 
baskets  formerly  usec^.for  tcmatoes  in  Tennessee, 

Market  Supply  Co,,  i|5  Fulton  Street,  Boston,  Massachusetts 
1  car  bushel  tub  baskets,  with  covers 
5,000  -  100  lb,  potato  bags 
2,500  -  50  lb#'onion  bags  '  • 

Goldstein  Bros,  112  Third  Street,  Kansas  City,  Missouri 
2,000  California,  jailed  orange 
1,500  Texas,  Florida  nailed  orange 

500  Tomato/grape  lugs  (1000  lids) 
1,000  CaMif lower  crates 

.2,000  N,W.  apple  boxes  .  . 

300  Lemon  boxes 

500  Wir.ebound  celery 
1,200  -  2lj.-quart  berry  crates 
14,000  Bean  hampers 

10,000  -  100  lb.  5-ply  Kraft  paper,  sugar  bags 
3,000  Wirebound  mveet  .potato  crates 

859  Cranberry  boxes  . 
1,000  Meat  boxes,  wi rebound 
5,000  Cotton  bags,  -  50  lb,  cabbage 
5,000  Burlap  imgs  -  50  lt>«  cabbage  •      -  ' 
6,000  -  100  lb.  potato  bags,,, 
5,000  1/2  box  orange  bags 
5,000  1  box  grapefruit  bags 

Fort  Pitt  Bag  &  Burlap  Co,  hi-  l8th  St,  Pittsburgh,  Pa, 

10,000  California  nailed  orange 

UjOOO  Florida  nailed  orange 

500  Lettuce  crates 
10,500  Tomato/grape  lugs 

1,000  N.i'i.  apple  boxes 

2,000  Lemon  boxes 

.1,500  Wirebound  celery  crates 

1,000  2l|.-quart  berry  crates 

J,nOO,  Nailed'pweet  pptato  crates 

3,000  Bueh'eX  'tubs  . 

7,500  Export  tubs,  unassorted' 
25,000  Potato  bags  •     .  ,  .  , 
10,000  Onion  bags        ■  '  ,  ' 

5,000  Florida  orange  bags  . 

5,000  Cabbage  bags 

Atlas  Bag  Co,  lii59- Blue  Island  Avenue,  Chicago,  Illinois 
15,000  California  nailed  orange 
2,000  "Texas"  vegetable  crates  (8x12x22) 
5,000  2li-quart  berry  'fcrates  ' 
15,000  Bean  hampers,  without  cover's  ' 
50,000  Open  mesh  bags   (501b,  cabbage) 
'  50,000  Cotton  bags  (50  lbs.  cabbage) 
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March  1         Fooles  Drayage  Co»,  I2I46  Fourth  Stk  NvEi,  Washington,  D«  C. 

1,000  K.D.  Bruce  boxes 
1,500  Tomato/grape  lug  boxes 

500  N»1'Y.  apple  boxes 
2,500  2i4-quart  berry  crates 
9,000  Bean  hampers,  without  covers 
5,000  Bushel  _tub  baskets,  with  covers 
.2,500  100  Ibi  potato  bags 
6,000  Miscellaneous  bags 
14., 000  pounds  egg  case  flats 

500  cases  egg  case  fillers 

Mcrris  Solomon  &  Sons^  35U  Scholes  St.,  Brooklyn 
2  cars  Nailed  Florida  orange  boxes 
5  cars  Bruce  ,  boxes  -  set  up 

1  car  Brucef<boxes  -  KiD*  ' 

2  cars  L.A.  lettuce  crates 

2  cars  half  lettuce  crates  (9x13x22^ 

3  cars  "Texas"  vegetable  crates  (8x12x22) 
1  car  tomato/grape  lugs 

1  car  Ni:/«  apple  boxes 
5  cars  spinach  baskets 

Interstate  Package  Supply,  I1I3  Greenwich  St.,  New  York 
500  thousand  used  berry  quarts 

t  < 

Max  Katz  Bag  Co,,  316  S*  New  Jersey  Ave.,  Indianapolis^il. 
3,000  open  mesh,  100  lb.  potato  bags 
2,000  open  mesh  grapefruit 
1,500  open  mesh  orange 
10,000  Burlap  potato,  100  lb, 
5,000  open  mesh,  onion 
3,500  cotton  potato  bags,  100  lbs* 

Produce  Container  Co,  10i42-l4J4  Clinton  St.,  Buffalo,  New  York 

55,000  ^1  paper  sugar  bags,  100  lbs, 
50^000  ij=l  paper  flour  bags,  100  lbs. 

Burros  Bag  Co,,  Plymouth,  Adams,  &  John  Sts,  Brooklyn,  N.Y. 
Used  burlap  and  cotton  bags 

ACME  BURUP  BAG  C0I"IP;.NY,  50  Central  ^Ive.,  Brooklyn  6,  N»Y. 
New  and  used  burlap  and  cotton  bags 

Atlas  Bag  (Sofiurlap  C6» ,  30  Hudson  Street,  Brooklyn,  N.T, 
Used  bags 

INQUIRIES  FOR  COKTABi^RS 

Otta  K,  Custis,  Craddockville,.  Virginia 
Interested  in  bushel  tub  baskets  and  hampt^rs* 


1.. ■  '.'  '  ■  '  " 

Used  Container  Dealers  ...... 

IfYith  the  approach  of  more  active  shipping  s«easons,  increased  inquiry 
for  used  containers  may  reasonably  bC' 'expected  from  more  groiv^ers  over 
wider  areas,  ■  .  >■■•■     •  -       \  ^ 

■ . ;  I-     ;       .  , 

To  assist  in  distributing  supplies  of  v/ooden  package'-s'y  wo  aa^  to  issue 
this  publication  -  "Container  Note's"  *  twice  a  month  -  the  first  and 
third  v;eeks. 

Please  keep  us  informed  of  what  supplies  you  have  "on '  hahd'".6'r  "wTiat  you 
expect  to  have  available* 

k  postal  card-will  do,  '    ..  „.  ., 

Address  the  undersigned*  =  ■■  -  , 

.   L.  C,^  Carey  ; 

Fresh, Marketing  Division 
Fruit  &  Vegetable  Branch 

■      :  ■.-         .    Office  of  Distribution 

•  ■ T'fes-hington'25,--  D.  C, 


Aftcr*5 'd^^ys  return  to  the 

I'lar  Pood  Administration 
Fresh      r k:'  c j  g  Li  vi  s  i  o  n 
Fruit V.jj-.LV.-bio  Branch.;,. 
17a  s  hint  on  25,        Co    "  '  ,,■ 


Pgjialty  f or  Prive  Use  to 
i^void  Payment  of  Postage 

#50 0* 


Due  to  unavoidable  circumstances  this  issue  of  "Container  Notes<|^  ha-?  been 
delayed.    Consequently,  the  usual  detailed  ihfox'mation  on  supplies  sfvail- 
able  is  being  omitted,  and  emphasis  -pleiced  on  the  general  availability  of 
certain  types  of  used  containers,  the  probable  necessity  for  their  full 
utilization,  and  the -necessity  of  procuring  them  while  they  are  available. 


Lining  up  an  adequate  supply  of  containers  needed  in  l9Uk  is  strictly  a 
responsibility  of  each  individual  grower  and  shipper. 

PROSPECTIVE  PACKAGE  I^SLDS  jiBO'vE  19U3 

The  April  summary  of  estimated  spring  vegetable  prodiiBtion  chpws  an  aggre- 
gate tonnage  l6  percent  above-  191,3 >  and  25  percent  above  the,  10  year  average. 

Spring  crops  v/hich  may  be  expected  to  make  serious  inroads  on  the  rela- 
tively limited  supply  of  containers  and  the  percentage  prospects . as  com- 
pared with  I9U3  are:    early  cucumbers  197?^*  ©gti  plant  171%,  onions  165^, 
tomatoes  155^,  peppers  129fo,  lettuce  126^,  celery  121^,  shallots  107^, 
cauliflower  ?.06%,  snap  beans  105^=,  spinach  10^%f 

Unfavorable  weather  in  April  reduced  the  prospective- peach  crop  in  Georgia, 
South  and  Noriih  Carolina,  but  an  "Average"  crop  is  expected,  and  package 
requirements  in  this  area  vdll  be  far  in  excess  of  19^3»    Farther  north 
and  west,  prospects  continue  favorable  for  "big  to  bumper"  crops  of  both 
apples  and  peaches, 

PROSPECTIVE  jBACKAGE  SUPPLIES 

Current  supplies  of  used  bushel  baskets  are  considerably  belov;  mormal, 
and  prospective  new  production  v/ill  probably  not  exceed  90^  of  the 
low  191+3  production.    Growers  who  have  formerly  depended  on  this  and 
other  types  of  baskets  should  thoroughly  appreciate  this  situation, and 
the  probable  necessity  of  utilizing  the  types  of  containers  -  crates 
and  boxes  -  which  are  available  in  the  used  container  market. 


Growers  of  products  commonly  shipped  in  hampers  -  lim.a  and  snap  beans, 
peas,  peppers,  and  similar  items  -  should  not  overlook  the  prospective 
reduction  in  nev;  production  of  possibly  20  percent  below  19l43« 


Tomato  lug  boxes  may  be  at  a  decided  premium  before  the  19ii+  crop  is  har- 
vested.   Present  indications  point  to  a  crop  in  the  early  states  of  around 
5-5/^  million  bushels  -  the  equivalent  of  about  10  million  lugs.  The 


early  crop  is  expedted  to  be  55  pefc^ht  lat^gej*  than  the  relatively  Ifefge 
19ii3  crop. 

SUPFLIBS  OF  IISED  CONTAINERS  ACCUMULATING 

Reports  from  some  I5  used  container  dealers  as  of  April  1  indicate  a  fall- 
ing off  in  the  demand  and  shipment  of  cerjiain  types  of  containers,  parti- 
cularly L»A.  iettuce  orates,  "Texas"  vegetable  crates,  tomato  lug  boxes, 
caulif loiAfer  crates,  nailed  orangef^boxes ,  etc* 

Supplies  of  these  containers  are  beginning  to  pile  up  -  and  unless  buying 
interest  and  movement  can  be  stimulated  dealers  may  be  compelled  to  dis- 
continue salvaging  them  for  lack  of  warehousing  space* 

One  bushel  bean  hampers  are  also  piling  up  due  to  lack  of  demand* 


The  containers  referred  to  above  -  and  others  -  are  entirely  suitable  for 
local  market  garden  use,  and  growers  in  certain  areas  appear  to  be  taking 
full  advantage  of  available  supplies.    Hov/ever,  in  other  areas  ijvhere  bas- 
kets have  heretofore  predominated,  thousands  of  these  sorvicoable  crates 
and  boxes  are  apparently  going  to  waste. 

This  message  is  directed -to  those  growers  and  also  to  bean  and  tomato 
shippers  in  all  commercial  ar^as  -  with  the  suggestion  that  used  crates, 
hampers  and  lug  boxes  purchased  now  may  spell  the  difference  between 
having  a  shipping  package  and  not  hf.ving  cine  when  it  is  needed^ 

This  office  will  be  glad  to  put  prospective  buyers  in  tough  vjxth  likely 
sources  of  supplies. 


After  5  days  return  to  the 
War  Food  Administration 
Fresh  IMrketing  Division 
Fruit  &  Vegetable  Branch 
Washington  25,  D, 


•   L«  Carey 

Fresh  Marketing  Division 
Fruit  &  Vegetable  Branch 
War  Food  Adminis  t  rat  ion 
Yfeshington  25 >  D,  G,- 

Penalty  for  Private  Use  to 
Avoid  Payment  of  Postajge 
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66NTAINER  NOTES  NO.-  l6 


\W  FOOD  ADMINISTRATION 
..Office  of  DlstriMtion 
Washington  ?5,.D.  C, 


USED  CONTAIM  SITUATION 


May  10,  19Uh 


As  reported  to  this  office  during  the  veek  of  May  8;     In  the  Northeast 
section:-  "TVith  the  increased  arrivals  of  southern  vegetables  some  types 
of  us^d  packages  are  more  plentiful  in" Hew  York  State  markets,  but  in 
general  the  demand  still  exceeds  the  supply  of  most  types," 

In  the  Mid-west  section  there  has  been  a  period  of  stagnation  v/hich  is 
causing  used  container  dealers  some  concern*'   Local  growers  appear  to 
be  avoiding  buying,  --possibly  in  the  hope  or  belief  .that  heavy  accumu- 
lations v/ill  force  prices  lower.    Dealers  are  attempting  to  handle 
all  salvaged  containers  offered  to  them,- but  iare  not  inclined  to  expand 
operations  or  develop  new  sources  of  supplies*  .  * 

C OMP lACE NC Y  UMWARRANTED 


The  general  over-all  container  situation  has  not  improved,  and  in  some 
spots  is  somewhat  v/orse,  due  to  continued  manufacturing  di:ff icultie s« 
Barring  further  and  now  unexpected  disaster,  prospective  crops  will  re- 
quire every  nev.'  and  used  container  than  can  be  made  available. 

ITOODEH  COMAINERS  (USED)  AVAIIABLE,  AS,  OF  'DATE''  INDICATED 

April  27    ZELVY  BROS.    2005  Orange  Avenue,  Cleveland  , 
2,000  eastern  apple 
6,000  round  bottom  bushels 
i|,000  tub  type  bushels  ' 
5,000  California  o^range 
Bruce  boxes  -  carload  a  v/eek 
L.A.  crates  -  2  cars  a  week 
Tomato  lugs  -  2  cars  a  week 
1,000  cauliflower 
1,099  hampers 


1,000  do^.  paperboard  baskets 
5,U00  doz.  splint  baskets  ..' 


iElLW.ll  BROS. 

1  car  cauliflower  crates 
U  cars  L.A.  crates 

2  cars  tomcto  lugs 


2665  E.  52nd  Street,  Cleveland  , 

Bean  hampers  -  2  cars  a  week 
Bruces  -  1  car  a  week 
1200  dox.  2i4-qt,  splint  baskets 
and  cover^.  .  . 


KROGER  GRXSRY  &  BAKIUG  CO.  kdl  Cleveland  Avenue,  Columbus 
200    2L|.-pint  berry  crates 


HARRY  mYER  I55  Broadway,  Cincinnati 
1,000  Bruce  boxes 
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May  1      BRONX  TERMINiJ.  MAJIKET,  Pier  2,  Bronx,  "iJew  York 
2  cars  bean  hampers  ' 
2  cars  L»k»  crates 
1  car  Howard  celery 

1  car  v;e stern  apple 

U  cars  California  orange 

INTERSTATE  PACfclGE  SUPPLY  CO.,  58l|  Greenwich  St.,  New  Yoi^c 

2  cars  tomato  lugs  "  • 

1  c,ar  strawberry  crates,  complete 
li  cars  berry  cups 

15  cars  L«A.  crates 

14  cars  bushel  bean  hampers 

•  ■  ■  .   KLEIN  BROS* ,    52^  Craven  Street,  Bronx,  New  York 
5  cars  bushel  bean  hampers  ,  1  car  with  covers 

2  cars  spinach  bushels  , 
ll  cars  L»A,  crates  . 

NEVITSKY  BROS. ,  II48  Frariklin  Street,  New  York 
1  cam  bushel  bean  hampers 
1  c::.r  spincarr  ispiiaachobush^i  baskets 

3  cars  L«A.  crates 
5,000  12-quart  climax 

NEY'I  YORK  EIvIPTY  PACK/vGE  CO.,  75-83  Rutledge  Street,  Brooklyn 
3  cars  spinach  bushels  v,lth  covers 
1  car  bushel  boan  hampers  v/ithout  covers 
J  car  tomato  lugs 

SAIVIUELS  PACK/xGE  CO^IPiJJY,  338  };hnida  Street,  Bronx,  New  York 
8  cars  L«A,  crates 

1  car  unrecondi tioned  Eastern  app^e  boxes 
1  cc.r      1  car  bean  hampers  . 

M.  SOLOMON  (Sc.SONS,  33h  ScHeifis  Stfigif,  Brooklyn       -  ■ 
3  cars  "Texas"  vegetabl^e-  crates 
10  cars  L.A.  crates 

2  cars  tomato  lugs  ■'  • 

WILLYS  PI.CKAGE  CO.,  .180  West  Street,  Now  York  .  •• 

10  cars  tomato  lugs 

10  cars  bean  hampers  v/ith- covers  ••  - 

7  cars  spinach  bushels 

3  cars  Bruoesibbxes ,  K.'D* 

15  cars  L.A,  crates 

=  5  car,s  nailed  orange  boxes 

I'iM.  ;'JE  INS  TOOK,  3I45  Manida  Street,  Bronx,  New  Ycrk 
3  cars  California  asparagus  crates 

1  car  New  Jersey  asparagus  ■ 
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May  1    IJUvT)SM/JJ  PACI(AGE  SUPPLY  CO". ,  395  Groonwich  St.,  New  York 
Z  cars  orange  boxes 
2  cars  bean  hampers 
5  cars  spinach  bushels 
2  cars  tomato  lugs 
5  cars  L.A»  crates 

1  car  Brucos ,  K,  D. 

2  cars  Bruces,  setup 

1  cr.r  2i4-quart  berry  crates 
15,000  climax  baskets 

May  5    PETER  BERG  COMPANY,  5OI  N.  Second  St.,  Minneapolis 
1  c:, r  Calif ornic.  orange 
1  cur  tomato  lugs 

1  car  bushel  tub  baskets,  no  covers 
600  doz,  1/2  bushel  tubs,  no  covers 

FORT  PITT  BAG  &  BURLAP  CO.,  Ul  Eighteenth  St.,  Pittsburgh 

3. ,000  California  orange 

1,500  Florida  orange 

i;,000  Bruce  boxas 

i+jOOO  L.A.  crates 

8,000  tomato  lugs 

1,000  N."...  apple 

3,000  eastern  apple 

2,000  Howard  celery 

1,500  bean  hampers 

PACKERS  SUPPLY  COI^IPANY,  36th  &  Charlotte,  Pittsburgh 

2  cars  California  orange 
1/2  car  bean  hampers 

ATU^S  BAG  COj'iP;.lTY,  11(59  Blue  Island  Avenue,  Chicago 
15,000  California  orange 

I;, 000  Florida  orange 
10,000  Bruce  boxes,  K.D. 
10,000  L.A.  cratus 

2,500  half  L»A.  crates 

5,000  tomato  lugs 

2,000  N,'.:.  apple 

1,000  eastern  apple 

2,u00  Hov/r.rd  colry 

[4,500  asparagus 
35,000  bean  hampers 

CAPITOL  BOX.  &  B^G  COFiPANY,  2822  Lawrence  St.,  Denver 

5  Cw.rs  Culifornia  oran^Tu 
5  cars  N.  . .  apple 

3  cars  sweet  potato  crates 

L«  C»  Carey 

Fresh  Marketing  Divisinn 
Fruit  &  Vegotublo  Brunch 
".Var  Food  Administration 
■^Vashington  25,  D.  C. 


After  5  days  return  to  the 
War  Food  Administrution 
Fresh  I\/hrketing  Division 
Fruit  &  Vegetable  Branch 
Washington  25,  D.  C, 


Penalty  for  Private  Use  to 
Avoid  payment  of  Postage 
#5004. 


/•  / 


CONTAINER  NOTES  NO.  1? 


WAR  FOOD  ADMINISTRATION 
OFFICE    OF  DISTRIBUTION 
ViTASHINGTON,  D.  C» 


i-  i  B  K  A  f:^  Y 
CUfi«EN7  S£«,AL  RECORD 

APR  1 9  ]o^5 


NOO:  ENOUGH  CONTAINERS 

Unless  all  signs  fail,  there  won't  be  enough  bushel  baskets,  new  or 
used,  to  accomodate  the  19UU  tree  fruit  crops,  particularly  pe'aches  and 
apples.    Previous  estimates  of  crop  production  and  prospective 

basket  production  have  not  changed  -  except  to  grow  worse.    The  peach 
and  apple  crops  appear  to  grow  larger,  while  the  rate'  of  container  pro- 
duction tends  to  diminish.    Since  there  were  barely  enough  packages 
available  to  handle  thes,e  crops  in  19^5 >  ^  year  of  low  yields,  a  serious 
shortage  of  containers  in  19^1  is  almost  a  foregone  conclusion, 

trSED  CONTAINERS  ALSO  SCARCE 

The  more  alert  growers  and  shippers  have  kept  and  are  keeping  the  mar- 
ket bare  of  good  used  bushel  baskets  -  and  the  deirand  for  these  packages 
is  expected  to  exceed  available  supplies  throughout  the  season. 

Growers  who  may  be  depending  on  used  baskets  as  a  "last  resort",  but 
who  have  not    actually  purchased  a  supply,  may  be  sadly  disillusioned 
when  the  need  for  baskets  overtakes  them. 

THE  SUPPLY  OF  BASKETS  IvIUST  BE  STRETCHED] 

We  believe  that  every  good.ba§ket  -  new  or  old  -  should  be  used  only 
for  the  better  grades  destined  for  distant  markets  or  for  storage.  For 
local  distribution,  sales  on  farmer^'  markets,  direct  to  retail  outlets 
and  to  truckers,  substitute  packages  should  be  used. 


USED  ORANGE  BOXES 


As  of  today,  the  idea  of  using  orange  boxes  for  peaches  and  appLes  may 
seem  ludicrous,  but  it  may  appear  sound  in  July,    Built 'with  a  center 
head,  these  boxes  are  sturdy  and  substantial.    Filled  only  to  the  level 
of  the  top  or  slightly  below,  they  stack  well  on  trucks  and  may  be 
used  without  covera.     In  certain  areas  they  have  been  used  for  local 
distribution  of  peaches  and  apples  even  in  normal  times. 

Moreover,  they  are,  oi;  could  be  made  available  in  appreciable  quantities. 
Countless  hundreds  are  going  to  waste  every  day,  because  of  lack  of 
demand.    Any  used  container  dealer  in  any  market  would ' be  glad  to  ac- 
cumulate supplies  for  any  grower,  •      •  • 

HAMPERS 

The  one  bushel  hamper,  commonly  used  for  green  beans  and  sweet  pota- 
toes has  never  been  popular  for  peaches  or'  apples.    However,  they  may 
be  the  only  answer  some  peach  and  apple  growers  will  find  to  their  con- 
tainer problem.    For  local  marketing, hampers  are  a  distinct  possibility, 
and  they  too  are  relatively  plentiful  in  the  used  container  market. 


CONCORD  GRAPES 


Like  ham  and  eggs  -  Concord  grapes  and  climaj^  b.askets  go  together,  at 
least  when  the  grapes  are  to  be  marketed  fresh,  and  when  the  baskets 
are  available.    This  year  climax  baskets,  either  I4  or  12  quarts,  may- 
be just  as  scarce  as  bushel  baskets. 

Juice  grapes  -  Concords,  etc,  -  eould  be  marketed  in  used  lug  boxes.  It 
has  been  done,  and  like  orange  boxes,  lugs^  are  or  could  be  made  avail- 
able  in  sizeable  quantitie  s,  * 


Growers  who  may  be  compelled  to  use  substitute  containers  should  not  ex- 
pect to  find  adequate  supplies  at  a  moment's  notice.    Dealers  in  used 
containers  are  willing  to  cooperate  in  every  possible  way,  and  will  make 
every  effort  to  provide  an  adequate  supply.    But  they  are  unable,  phy- 
sically, or  financially,  to  stock-pile  containers  for  which  there  is  not 
a  ready  outlet,  • 

If  any  grower  expects  to  use  orange  boxes  dr  'lugs  or  any  other  unusual 
container,  he  should  anticipate  his.  needs  NOW  and  place  positive  orders 
with  a  reliable  dealer,  , 

A  list  of  licensed  dealers  will  be  furnished  upon  request  addressed  to 
the  undersigned  or  to  the  New  York  or ■ Chicago  Regional  offices.  Office  of 
Distribution,  which  are  located  at  I50  Broadway  and  5  South  Wabash  Ave- 
nue, respectively,  ,        •  . 


NECESSITY  FORCES  ADAPTATIONS 


L,  C  •  . Carey 

Fresh  Marketing  Division 
^■'Fr.uit  &  Vegetable  Branch 
Office  of  Distribution 
l%shington,  25,  D.'  C. 


After  5  days  return  to  the 
Tj'ar  Food  Adminis  t  rat  ion 
Fresh  Marketing  Division 
Fruit  &  Vegetable  Branch 
l^ashingto  n  25,  D.  C. 


Penalty  for  Private  Us©  to 
Avoid  Payment  of  Postage, 


WAR  FOOD  ADMIN  IS  TRilTION 
OFFICE  OF  DISTRIBUTION 
WASHINGTON  25,  D.  C, 


CONTAINER  NOTES  NO.  18  July  10,  1944 

WHAT  ^^-VILL  BE  USED  FOR  PACKAGES  IN  1944? 

Any  grower  or  shipper  of  peaches,  apples,  cherries,  grapes,  or 
truck  crops  who  has  not  answered  that  question  to  his  own  satis- 
faction may  have  already  "missed  the  boat". 

Certainly  he  should  purchase  and  take  possession  of  any  containers 
that  may  be  found  available  -  either  new  or  second-hand,  -  and  if 
"ho!  can't  find  the  kind  he  normally  uses  he  should  begin  at  once  to 
adapt' less  familiar  types  to  his  needs: 

Orange  boxes  and  hampers  for  apples,  peaches,  pears,  etc. 
Lug-boxes  for  grapes,  tomatoes,  cherries,  radishes,  beets, 
turnips,  etc. 

Bruce  boxes,  lettuce  crates,  "Texas"  vegetable  crates  for 
cabbage,  bunched  vegetables,  etc. 

I  I  any  event,  every  grower  should  realize  that  whether  he  will  have 
c  ntainers  this  year  will  depend  largely  upon  his  own  initiative, 
ingenuity,  and  resourcefulness,  -  because  it  is  unlikely  that  any 
one,  in  government  or  out,  will  be  in  position  to  obtain  packages 
for  him  without  taking  them  away  from  some  other  grower  whose 
needs  may  be  equally  pressing. 

INFORAliiTION  ON  SUPPLIES  AVAILABLE  *  USED  CONTAINERS. 

Information  on  available  supplies  of'  used  containers  is  released 
in  mimeographed  form  at  regular  intervals  by  the  following  Federal 
and  State  offices: 

"Container  Information"    -    Office  of  Distribution,  War  Food  Admin. 

150  Broadway,  New  York, 
"Container  Information"    -    Office  of  Distribution,  War  Food  Admn. 

5  South  Wabash  Ave.,  Chicago. 
"Container  News-Letter"-    -    Ohio  Bureau  of  Markets, 

Office  of  Distribution,  'far  Food  Admin. 

718  State  Office  Bldg.,  Columbus,  Ohio. 
"Container  News-Letter"    -    Office  of  Distribution,  War  Food  Admin. 

3333  Barium  Tower,  Detroit,  Atich. 
"Timely  Marketing  Information"  -  Bureau  of  Markets,  Albany,  New  York. 

Persons  desiring  information  on  used  containers  should  apply  to  the 
above  offices  to  be  placed  on  the  mailing  list. 

Dealers  or  others  having  used  containers  for  sale  are  requested  to 
list  the  available  supplies  with  the  office  nearest  to  him. 
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FREIGHT  RATES  ON  FRUITS  iLND  VEGETABLES  PiiCKED  IN  USED  CONI^aNERS. 

Used  containers  not  previously  authorized  for  shipping  fruits  and 
vegetables  from  points  in  Southern  Freight  Association  and  ^Yestcrn 
Trunk  Line • territories  nay  now  be  used  without  being  subject  to  cer 
tain  penalties  in  freight  rates. 

Tariffs  covering  shipments  of  fruits  and  vegetables  in  the  territor 
ios  named  have  been  amended,  effective  Juno  30,  to  permit  the  use  of 
any  v/ooden  container  provided  (1)  they  comply  with  published 
specifications,   (2)  they  are  packed  with  products  for  v/hich  they 
arp  authorized,  and  (3)  they  are  loaded  and  braced  in  accordance 
with  prevailing. provisions . 

Bills  of  lading  and  wrybills  covering  such  shipments  must  carry  a 
specified  utilization  notation  obtainable  from  local  freight  agents 

REVISED  RESTRICTIOMS  ON  CQNTAllviERS . 

Restrictions  on  the  use  of  nev;  wooden  containers  for  cantaloups, 
carrots,  caulif lov/er,  celery,  cucumbers,  lettuce,  radishes,  and 
grapes  were  removed  from  Order  L-232,  effective  June  30, 

The  War  Production  Board  makes  it  clear,  however,  that  critical 
shortages^. of  lumber  and  veneer  still  exist,  and  that  it  will. be 
necessary  for  growers  and  shippers  to  conserve  available  supplies 
and  use  second-hand  containers  to  the  greatest  possible  extent  if 
all  crops  are  to  be  moved  to  market  in  packages. 

On  the  same  date,  by  en  amendment  to  Order  L-232a,  the  growers  and 
shippers  of  oranges  and  grapefruit  in  Arizona  and  California  vrho 
limit  their  shipments  in  now  wooden  containers  to  92  percent  during 
the  quarters  beginning  May  1  and  August  1,  will  not  be  required  to 
comply  with  the  restriction  that  not  more  than  96  of  these  products 
may  be  packed  in  nev/  or  used  wooden  containers.     In  other  words  a 
grower  or  shipoor  may  now  elect  to  use-  sacks,  used  containers  or 
bulk  for  8  percent  of  his  commercial  shipments, 

L,  C.  Carey, 

.Fruit  and  Vegetable  Branch 
Office  of  Distribution 
IVashington  25,  D.  G. 

iifter  five  days  return  to  the 

Wir  Food  jVdministration  ■  Penalty  for  Private  Use  to 

Fresh  Marketing  Division  .-ivoid  payment  of  postage 

Fruit  and  Vegetable  Branch  ,  (jjiSOO, 

V*/ashington  25,  D.  C,  ■ 
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GONTiilNZR  NOTES  NO.  3  USED  GONT/^INER  DEAXERS 

Another  State  release  dealing  vlth  the  container  situation  made  its  appear*- 
ance  on  June  25.     This  is  the  "Container  Nevfs  Letter"  issued  by  the  Ohio  Bureau 
of  Markets,    Similar  to  the  veekly  publication  issued  by  the  New  York  Bureau 
of  Markets,  the  Ohio  sheet  carries  information  on  prices  and  supplies  of  used 
containers  at  Columbus  and  outlying  0hio' poi  nts ,  the  nanes  and  addresses  of 
container  dealers,  and  other  timely  items. 

Address  :    Market  Nev;s  Reporter 

Ohio  Bureau  of  i^arkets 
7I8  State  Office  Building 
Columbus  15,  Ohio 

CROP  PROSPECTS 

In  its  second  e'dition,  June  J>0,  Cont'^iner  IlevE  Letter  states, 

"Ohio's  needs  for  fruit  packages  in  l^US  Xp^'^.©.  been  very  sharply  curtailed 
by  unfavorable  v/eather  conditions  in  recent  weeks.    Prospects  are  dismal 
for  apples,  peeches,  pears,  cherries 'and  plums,  due  to  late  freezes  and 
heavy  rains  which  resulted  in  faulty  pollination  and  spread  of  diseases. 
Mr.  F.  H.  Beach,  Extension  Horticulturist,  Ohio  State  University,  pre- 
dicts a  very  short  apple  crop  of  not  over  3*00^*^0'^  bushels  in  Ohio  this 
,  year." 

In  a  letter  dated  June  2J4,  Angus  C.  Doane,  Sbate  Supervisor  of  the  Food  Dis- 
tribution Administration  F>.t  Detroit,  writes  in  part— — 

"Recent  surveys  made  by  the  Extension  Service  in  various  sections  of  the  . 
state  indicate  that  crop  prospects  are  so  bad  that  the  container  shortoge 
is  no  longer  a  pressing  problem  in  Michifran, 

In  the  cherry  areas  prospects  vary  from  0  to  2^^,     There  will  be  less  than 
a  2^%  of  normal  production  of  pears.    Per.ch  production  vUl  be  far  below 
normal.     The  early  apple  crop  mil  bo  good  but  the  late  apple  crop  ^-dll 
be  poor. 

It  is  now  apparent  that  less  than  ^0%  of  the  acreage  usually  planted  .to 
vegetables  will  be  put  in  this  year.     The  lateness  of  planting  will  further 
reduce  production  per  aero  so  that  the  vegetable  production  in  Michigan 
vdll  be  something  less  than  he  If  of  a  normal  yield.     The  late  potato  crop 
is  expected  to  be  good  and  there  may  be  a  shortage  of  ]Dags  for  handling 
this  crop." 

CONTklFERS  AVAILABLE  AS  OF  THE  LI.SLo  IiTLICArED; 

June  26  -  Albers  Super  iviarkets  -  C i nc i lina  i;i  ,  Ohi 0  . . 

"Some  seven  carloads  socondhand  containers  mostly  Bruce  boxes." 

July  1    -  Container  Products  Compr'ny,  2660  East  Thirty-Seventh  Street,  Cleveland, 

Ohio  5,000  k.d,  onee  used  Bruce  boxes-*  25,000  once  used  Open 

mesh  -  I1./5  bu.  citrus  bags»--also  50*000    2[;-Lb.  paper  flour  bags 
(new)  v/hite  coated,  blue  lined.  (These  bags  are  unsuitable  for  original 
use  because  of  an  error  in  printing,  but  are  suitable  for  packing  20 
Lbs  of  potatoes.    Available  vhile    supply  lasts  at  $20  per  M  f.o.b-Cleve. 
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CONTRLGTORS  FOR  SM.VAGED  CONTAimiS  AT  AEl^iY  INSTALLATIONS 


Through  the  cooperation  of  the  Quartermaster  General's  office,  the  names 
and  addresses  of  persons  having  contracts  for  the  removal  of  fruit  and 
vegetable  containers  from  Army  Installations  are  to  be  furnished  to  the 
several  Re'gional  offices  of  F.D.A.  . 

Application  for  these  names  should  be  fnade  to  the  Regional  offices, 
or  to  State  Directors  of  Extension,  or  to  the  Directors  of  State 
Bureaus'^  of  Markets. 

FRIGES  OF  USED  GQNTAINERS—GRE/:  T  LAKES  REGION 

.The  Regional  office,  F.D.A,  5  South  '  sbash  Avenue,  Chicago,  on  July  2 
issued  a  summary  of  used  container  prices  and  supplies  at  Chicago, 
St,  Louis,  Cleveland  and  Cincinnati, 

Supplies  at  St,  Louis  and  Cleveland  vere  reported  as  generally  light; 
at  Chicago  generally  accumulating,  particularly  tomato  lugs, 

INDIANA  BULLETIN  -  USED  CONTAINER  PROGRAA^x 

An  informative  bulletin  on  possible  adaptation  of  used  containers  fo^* 
local  uses  was  issued  on  July  1,  under  the  auspices  of  a  state  container 
salvage  committee.    For  this  and  future  issues  -  apply  to  Paul  H. 
Nettleton,  State  Supervisor,  F,D.A,,  lli|l.;.  Congolidated  Building,  Ind- 
ianapolis; L,  E,  Hoffman,  .Associate  Director  of  Extension,  \est 
Lafayette,  Indiana;  or  to  Leroy  Keach,  Chairman  of  the  Stace  Committee, 
at  the  Indianapolis  address. 

USED  CoNTAim  DEALERS  -  SUPPLEMENTAL  LIST  NO.  2 

IN  FURNISHING  TPllS  LIST  IT  SHOULD  BE  UNDERSTOOD  Tm'  Nu  DISCRB/lINATION  IS 
INTENDED  AND '  NO  GUiAf.NTEE  OF  RELIABILI  TyiS  IMPLIED 

DELETE  ?Rai  PREVIOUS  LISTS  -  OLIL  RETURNED  UNCU.BIED. 

CONNECTICUT  -  Acme  Package  and  Bag  Company  Bridgeport 

Morris  Eetman  Bridgeport 

mSSACHUSETTS  -  Phillip  Singer  Boston 

MISSOURI  -  John  Kelly  '  Kansas  City 

m\  YORK  -  H.  Kaiser  .  Buffalo 

Viol  Brothers  .  •  Syracuse 

Farmers  Empty  Package  Supply  Company,  New  Roohelle 

CORRECTIONS-  PREVIOUS  LISCS 

PENNSYLVANIA  -  Dobbins  Brothers,  change  from  Philadelphia  to  Pittsburgh 
ItASHINGTON,  D,  C.  -  Frank  M.  Hurst,  correct  address,  711  Ninth  Street  S,W. 

ADDITIOmL  USLL  CoFfAim  DEALERS 

■    •  -  .  CALIFORNIA 


Alvarado  Crate  Company,  2110  Sfst  Fifteenth  St 


Los  Angeles 
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International  Crate  Box  Company,  19U7  Mateo  Street 

Louie's  Grate  Company,  I50O  East  Olympic  Boulevard 

Mandell's  Crate  &  Box  Service,  6i|01  South  /^laaeda 

OK  Crabe  Company,  35^0  East  Olympic  Boulevard 

Pete's  Crate  3c  Box  Service,  '^Ol6  East  Olympic  Boulevard 

Simoiiian  Crate  Company,  826  Naomi  Avenue 

Standard  Crate  Company,  I3I8  l/^  Esst  Olympic  Boulevard 

Star  Bex  &  Crate  Company,  1000  ^'."all  Street 

Uribi  Crate  Company,  12L:9  East  Olympic  Boulevard 

Vargas  Box  Company,  I:-969  Ajig he im-Tele graph  Road 


Los  ivngeles 

Los  Angeles 

Los  Angeles 

Los  Angeles 
n 

n 

n 

n 

It 

It 


COLORi.DO 


Lee  Box  Company,  2950  Platte  River  Drive 
Capitol  Box  Company,  2122  Lav.Tence  Street 
Colorado  sard  Box  Company,  155^  Market  Street 


Denver 
II 


IDAHO 


pacific  Fruit  and  Produce, 


Tv/in  Falls 


ILLlRuIS 


Stanley  H.  Pindras,  22^0  Vvt  Grand  i.venue 
Randolph  Farmers  Supply  Company 
Becker  Box  Company 
E.  Jacobson  &  Sons 


Chicago 
II 

Skokie 
River  Grove 


INDIARk 


Bloomington  Basket  Company 
Sims  poultry  Company 
Cory  Orchards 
Fear-Campbell  Company 
Bernstein  Brothers,  Inc. 
Charles  Landstra 
Arnold  Clapper 

M.  Schaub  d:  Company,  J^?  S.  New  Jersey  Avenue 
Swift  &  Company,  225  Kentucky  Avenue 

E,  Varin,  klU  E.  South  Street 
Dearmin  Company 
Folks  Truck  l-iarket 
C.  C.  Kenny  Company 
Sullivan  Commission  Company 
Vincenncs  Packing  Company 


Bloomington 
II 

Cory 

Frankfort 
F'ort  'Vayne 
Hammond 
Hartford  City 
Indianapolis 


Linton 

Logansport 

Richmond 

Sullivan 

Vincennes 


MICHIGAN 


Farmers  iup.;ly  Company 

kichigan  Farmers  oupply,  1351  ''vinder  Street 

North  J-merican  Salvage  Company,  1.|.175  Lav/rence  Street 


Benton  Harbor 
Detroi  t 
Detroit 


JERSEY 


I'^ialter  Baminger 

Seashore  Scrap  &  Iron  Paper  Company 
M  &  M  Burlap  Bag  Company- 
David  Pierson 
Steinberg  Brothers 
Samuel  Slipock 
Tri-County  Cooperative  Corp. 
J.  Spanola 

idbert  Costa,  Empty  package  Supply  Company 

Banner  Chemical  Company 

Thomas  Popola,  Delancy  Street 

Royal  Crown  Cola  Company 

Service  Bag  &  Burlap  Company 

P.  Scuorzo 

John  Smith,  R.F.D. 

''''iilliam  Abromowitz 

Fehlauer  Brothers 

Frank  Mecrie 

Otto  Rode 

I'veston  &  ivrneth 

Heller  Brothers- 

Harry  Heller 


Atlantic  City 
I) 

Camden 

M 
II 

Elizabeth 
Hi  ghtsto™ 
Jersey  City 
l^inotola 
Nevark 


New  Brunsv/icjj. 

Riverside 

Swedesboro 
ii 

II 

Toms  River 
Trenton 


lYEYrf  YORK 


Morris  Friedman  &  Son,  10  Birdsall  Street 

OHIO 


NorT;^ich  - 


Ralph  Heller,  Canton  Barrel  &  Bag  Company 

Kmes  paper  &  '■l;ooden  Box  Company,  106  E.  Pearl  St. 

Cincinnati  Bay  Comp'. ny,  730  East  Third  Street 

King  Ma nfaac taring  Company,  32  t-ain  Street 

L.  W  .  Pov/ell 

N.  S.  Bell 


Canton 

Cincinnati 
II 

Lowell 
"'■jaterf  ord 


PEKKSYLv:-jn;- 


Jacob  Kline,  522  South  Second  Street 

Ray  Siroty,  Seventh  &  X.llen  Street 

Keystone  Brrrel  Exchange,  26  Industrial  Avenue 

ai  Iber  c  "'.atts 

A .  R ,  vV  oznook 

A.  ZaI  ?,neok  &  Son,  3^3  ".ashington  Street 
Sam.uel  Klein,  109  East  IVenty-f ir st  Street 
Sam  lave.,  739  East  Ninth  Street 
S .  So  Lelxman 
-Herman  Fisher 

Miller  i  Sen,  Samuel,  Hazel  &  Donmrt  Streets 

G,  H.  Kintner 

H.  Bercowitz  &  Son,  UO  South  Front  Street 


AllenfcdT/n 
It 

/ Itoona 

Bellwood 

Bloomsburg 

Corry 

Erie 

il 

Girard 
Kingston 
Lancaster 
IV;  oho  op  any 
Philadelphia 
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Philadelphia 


Jack  Cohen,  15^8  Chestnut  Street,  Room  622 
Dash  Brothers,  2l4ii9  Korth  Second  Stret-t 

B.  Treednpn,  2L;9  South  Second  Strc^^t 
J,  Recdman,  ^12  Korth  Second  Streot 
J,  Goldbert,  li,5  Callohill  Street 
L.  Kazanoky,  221  South  Second  Street 
S.  Kranzel,  2007  Frank  .^venue 
J,  Opolion,  851  North  Second  Street 
".illior.  r  offet,  213  South  Front  Street 
S.  Ostrov,  229  Spruce  Street 
J.  Pine,  [|.33  Dr.ly  Street 
D.  ritkis,  5OI3  B  Street 
D.  Satanoff,  2l;19  Lav/rence  Street 

3eronfiold  Barrel  &  Coop  Company,  Fifty-first  Street 
Brenner,        lOlI;  Vickroy  Street 
L.  Gorn,  6  '''rent  Street 

C.  J,  Nardina,  23  East  Diamond  Streot 
S.  B,  Donaihy,  i;  Lockavcnna  '.venue 
Hazzouri,  /.  J.  8  Lockamnna  .'venue 
Liberty  Fruit  Company,  18  Lockamnna  "venue 
Scranton  Coop  CompG^ny,  12   "alnut  Street 
Chase  Brothers,  I5I  South  Pennsylvania  "venue 
Gallagher  &  Steviek,  h3  South  'Vashington  Street 
Goldstein  Coopera^^e  Company,  2^0  Bo'.vman  Street 
Luzerne  Company  Cooperative  Association 
Simon  &  Son,  A,delson,  ll4|  l^ee  Park  "  venue 
".ilkes  B-T^rre  Coop  Company,  ISS  East  Northampton 
Elmo  Underkoffer,  Tri-County  Producers  Coop  Asj;n.  Center  Point  PC,  "'■.oreester 


It 
II 
II 
II 
II 
It 
II 
II 
II 
11 
II 

Pittsburgh 
II 

II 

II 

Scranton 
II 

II 

II 


^•.ilkes 
11 

II 

11 

II 

tt 


Jarre 


H.  J.  Bonie,  215  Tvi/enty-f ourth  Street 

Tom  Murphy,  Fifth  &  Sixth  South  First  West, 


Ogden 

Salt  Lake  City 


•■^iSHlEGTON 


Blodel  Dona van  Lumber  Milis 
Oliver  Lumber  Company 
U.  S.  ouck 

Brev;  manufacturing  Company 
Grays  Harbor  Veneer  Corporation 
i-cme  Box  Company,  2U0^  Utah  Street 
Bennett  Box  Company 

Dillon  Box  Company,  UlO  Holly  Street 
Seattle  Box  Company,  ^01  Spokane 
Silver  Sox  Company 

Tacoma  l^ox  Go.mpany,  923  Sast  Tv/enty-sixth  Street 


Bel  ling  ham 

Kent 
Lyle 

Puyallup 
II 

Seattle 
II 

II 

tl 

II 

Tacoma 


'  EST  VIRGINL'. 

Strav/berry  J.s:  ociation 

Country  Produce  Exchange,  Shrewsbury  Street 
T.  i.,  Sammers,  Patrick  Street 
P.  k.  ".alker 

State  Fair  Grounds  f'iarket  .".ssn.  Lacy  Hefner,  kgr. 
Bov/ser  Salers  and  Trading  Corporation 
\*  L,  CriTS  PFD 


Buckhannon 

Charleston 
II 

Huntington 
Lovdsburg 
Sis tersville 


